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U.S. Department of Justice 

Kenneth L. Wainstein 
United States Attorney 

District of Columbia 

Judiciary Center 
555 Fourth St., N.W. 
Washington, D.C. 20530 

202-307-0406 
iohn.truons&Msdoi.eov 

October 4, 2006 

FIRST CLASS MAIL 

Robert C. Seldon, Esq. 
Robert C. Seldon & Associates, P.C. 
1319 F Street, N.W., Suite 305 
Washington, D.C. 20004 

Re: Elion v. Jackson. Civ. No. 05-992 (PLF) 

Dear Mr. Seldon: 

Pursuant to Fed. R. Civ. P. 26(e), Defendant is supplementing its responses to Plaintiffs 
Request No. 9 of Plaintiff s First Request for Production of Documents. These documents, with 
bates number 3342-3395, are being produced subject to the Stipulated Protective Order, approved 
by the Court on March 9, 2006. 

Please do not hesitate to contact me if you have any questions. 



Sincerely, 

KENNEfH L./WAIMSTEIN 
torn' 

By 




JohsJC. Truong 

Assistant United States Attorney 




Enclosures 
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OCCUPANCY AGREEMENT 
between 
HUD OFFICE OF THE SECRETARY^ (8601) 
and 
GENERAL SERVICES ADMINISTRATION 



HDD OFFICE OF THE SECRETARY (Code 8601) will occupy- 
square feet of space and structured parking spaced 
the 800 N CAPITOL ST NW, 800 N CAPITOL ST NW »»""*■■ 
months commencing on or about 01-OCT-02. 



8455 usable (9743 rentable) 
and surface parking spaces in 
WASHINGTON, DC, for a period of 120 



The HDD OFFICE OF THE SECRETARY (Code 8601) will paV 
Administration rent in accordance with the attached 
adjusted annually for operating cost and real estat s 



ths 



HDD OFFICE OF THE SECRETARY (Code 8601) will pay 
additional rent for prorated share of joint use spa 
if any. 

Additional/reduced services are shown on the attach 
Summary. * 



1. While this occupancy agreement (OA) addresses 
multiple fiscal years, the parties agree that: 



General Services Administration 
;e associated with this location. 



a) If PBS has not designated the space governed by 
the tenant agency has the right to relinquish the 
Thus, at any future time, the tenant agency's 
four (4) months of Rent, plus the unamortized bal 
improvements financed through PBS, plus any rent co 



b) If PBS has designated the space governed by this 
event the tenant agency vacates before this OA expi 
responsible for Rent to PBS. PBS may be able to 
operating expenses for the space or by finding a 
tenant's financial obligations for years beyond the 
the later year(s) are reached. Thus there is no 
certify that current year funds are available to 



the 



c) For both cancelable and non-cancelable space, 
obligation to pay Rent is subject to the availabili 
to make a good faith effort to meet its obligation 



2. In the case of Federal construction, the part 
for providing the funds necessary to acquire land 
construct the building shell,' and fund the tenant 
allowance. The tenant agency is responsible for 
excess of the tenant improvement allowance. The 
or cost over-runs on the acquisition of land or th« 
building shell will not result in increases or 
amount, except in the case of prospectus level pro 
construction of the shell are over the approved 
permissible to lower the tenant allowance in order 
only with approval of the tenant . 
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the General Services 
page(s): The rental will be 
tax escalations. 



id Occupancy Agreement Financial 



financial terms that cover 



this OA as non-cancelable, then 
space upon four (4) months' notice, 
financial obligation can be reduced to 
an=e (if any) on any tenant 
ticession not yet earned. 



OA as non-cancelable, then in the 
res, the tenant agency remains 
lessen this obligation by reducing 
bajckfill tenant. Moreover, the 

current year do not mature until 
requirement that the tenant agency 
defray future year obligations. 



_ tenant's future years' 
ty of funds, but the tenant agrees 
as they arise. 



es agree that PBS is responsible 
if appropriate) , design and 
gency ' s tenant improvement 
ny tenant improvement costs in 
parties further agree that savings 
design and construction of 

in the tenant allowance 
ects, where bids for the 

In this case, it is 
to increase the shell budget, but 



deci eases 



budget 



ORIGINAL 



in i run - 
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The tenant agency can appeal to the PBS asset manag 
assigned tenant improvement allowance (set either 
customization components, or in accordance with ben 
documents) is inadequate to provide basic functi 



>r in cases in which the agency's 
t the sum of the general and 
:hmarks or other programming 
onatity for the space. 



3. The parties agree that, in the event the tenant 
relinquish all or part of the space on four (4) months 
other concession given at the beginning of the 
pro-rata basis over the entire OA term, and the 
addition, the tenant agency must reimburse PBS for 
any tenant improvements that PBS was amortizing in 



agency' exercises its right (1) to 
notice, any free Rent or 
term must be allocated on a 
balance repaid to PBS. In 
the principal balance remaining on 
the Rent. 



occu pancy 
unearned 



4. If this OA governs an assignment in leased 
provided to the tenant agency for the operating 
specified in the PBS Solicitation for Offers (SFO) 
contract. A copy of the lease contract is provided 
governs an assignment in owned space, the building 
outlined in the PBS .Rej.l Property Customer Guide, 
beyond those identified in the sources cited above 
on a reimbursable basis. 



spate, the building services to be 
expense portion of the Rent axe 
which is made part of the lease 
to the tenant agency. If this OA 
aervices to be provided are 
Additional or upgraded services 
are provided by PBS or the lessor 



space 



5. If this OA governs an assignment in leased 
rent will be passed through to the tenant agency, 
the cost of operating services not covered by the 1 
to the tenant agency. The PBS fee in leased space, 
lease contract cost plus the cost of separately 
also apply. Charges for security and GSA-installejd 



contracted 



If this OA governs an assignment in owned space, 
of a shell rent plus amortized tenant improvements 
additional charges in owned space for operating 
cases, for joint use, parking, and other miscellaneous 



Regardless of the OA term, in the case of owned spa 
is set for periods up to but not beyond 5 years, 
beyond 5 years, the shell or "as is" rent will be 
•case of owned buildings priced on a "Return on 
be locked for the duration of the OA. Charges for 
space, parking, security and real estate taxes (in 
annual basis. 



6. The tenant agency's obligation to pay Rent foi 
commences upon the date the space is ready for occipancy 
completion date. Substantial completion is signaled 
the granting of an occupancy permit, or in the cas<= 
of the space as substantially complete. 



7 . In the event the space covered by this OA 
design and construction rider or schedule has been 
in the case of owned space, once a design and 
established, the rider/schedule must be incorporat 
OA, the schedule/rider becomes binding upon the 



Version 1 
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the underlying lease contract 
For a non fully-serviced lease, 
ease will also be passed through 
calculated at 8%. of the annual 
operating services, will 
improvements may apply as well. 



anlnual rental charges will consist 
if applicable. There are 
expenses and security, and in some 
items such as antenna sites . 



the shell rate or "as is" rate 

OAs in owned space with terms 

appraised every 5 years. In the 

investment" approach, shell rents will 

operating expenses, joint use 

lease space) may be adjusted on an 



For 
re 



the space governed by this OA 
typically the substantial 
in the case of leased space by 
of owned space, by PBS acceptance 



invc Ives 



a tenant agency move, once a 
made part of a lease contract, or 
ion schedule has been 

into this OA. Once part of thie 
tenant agency as well as upon PBS. 



const ruct 



«d 
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tena it 



Delay or increased -«ests caused by either a) tenant 
and approval times provided in the lease rider or 
changes to project scope, will be borne by the 
tenant-caused delay, PBS or the lessor may decline 
substantial completion date (thereby advancing Rent 
the duration of the tenant-caused delay, on a day 
rent charges at two locations simultaneously for 
expenses caused through tenant -caused delay or 
chargeable against the tenant allowance; in the 
exhausted, the tenant must pay the costs lump sum 



agency failure to meet the review 
construction schedule, or b) tenant 

agency. As a consequence of 
. :o postpone the scheduled 
commencement for the space) by 
day basis; this may result in 
tenant. Additional direct 
s in project scope are 

the tenant allowance has been 
RWA. 



far 
th3 
change 
event 

b/ 



In its role as building owner, or as tenant repres 
space, PBS may also be the cause of delay. Expensejs 
incurred by the tenant, for such things as additional 
procurement expense, or additional consulting fees, 
responsibility of PBS. In the case of lessor-cause|d 
damages clause in the lease, PBS will pursue the 



e^itative in the case of lease 

associated with PBS-caused delay 
storage time for furniture, re- 
will be the funding 

delay, if there is a liquidated 
sor for the value of the damages. 



les 



In the case of excusable delay, (e.g., force maj 
which is beyond the reasonable control of either 
PBS nor the tenant agency may pursue the other for 



eure 

PBS 



or any other delay the cause of 
or the tenant agency) neither 
the consequences of the delay; 



8. The parties hereby agree that iterations of OAls 
lessor, or in the case of owned space, before compl 
before final security/ joint use charges are provided 
terms only. Financial terms in preliminary OAs are 
are estimates for budgeting purposes. -Accordingly, 
preliminary OAs does not bind the agency to the spe|c 
rather, execution by the tenant agency constitutes 
project. Moreover, up until the time of lease awaijd 
site purchase or contract award to a design arc] 
right to cancel the proposed project without financ 



9. The services that PBS provides to its customers 
space, are listed on the PBS Website 



http : //hydra . gsa . gov/pbs/pt/opm/pricing_desk/index 
the Pricing Desk Guide as revised. Unless PBS pro\ 
cost of these services is included in PBS's rents 
those identified in the Pricing Desk Guide are pro^ 
charge . 



10. The tenant agency agrees that it will undert 
property governed by this OA without prior approva; 
alterations that might obligate PBS under a lease 
PBS contracting officer. 



11. The parties agree that, with respect to the 
must pay for tenant improvements in excess of the 
agency also has the right to pay lump sum for 
threshold. The ability to make lump sum payments 
only available at assignment inception, and only f 
the allowance in new space. In backfill or relet 
existing tenant improvements "as is" or with modif 
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prepared before selection of a 
etion of a building design, and 
contain preliminary financial 
not binding on either party; they 
tenant agency signature on such 
ific financial terms in the OA; 
that agency's commitment to the 
or in the case of owned space, 
the tenant agency has the 
ial obligation. 



whether in owned or leased 



html or the May 2000 edition of 
ides otherwise in writing, the 
nd fees . Any services beyond 
ided by PBS for an additional 



>ke no alterations to the real 

from PBS. Further, any 
T^ust be approved by the responsible 



tenant allowance, the tenant agency 
c.llowance by RWA. The tenant 
tenant improvements below the allowance 
ijielow the allowance threshold is 

the customization component of 
^pace, if the tenant can accept 
cations, the tenant can elect to 



3344 
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waive all or part of 'the general allowance. Furthe}: 
set, if the agency then wishes to make a lump sum 
charged against the allowance, PBS cannot accept payment 
threshold by RWA. 



once the tenant allowance is 
pkyment for improvements which are 
a below the allowance 



cannst 



12. At the end of the OA term, if the tenant 
this OA, the tenant is responsible for funding the 
the event PBS displaces or allows another user to 
expiration of the OA term, PBS must fund, or requir 
tenant's physical move, and relocation of tenant's 
must also reimburse, or require the new user to re 
undepreciated value of any lump sum payments the 
improvements and the Rent differential at the new 1 
has .time to budget. The Rent differential is 
except the amortized tenant improvement cost. 



remain in the space covered by 
physical move to new space. In 
place the tenant before the 
the new user to fund, the 
telecommunications equipment. PBS 
ijnburse, the tenant for the 
made toward tenant 
^cation until the displaced agency 
on all elements of Rent 



te nant 



calculated 



13. The parties agree that, in the case of owned 
specific charge in Rente the portion of the tenant 
elects to use. The tenant has funding responsibil 
alteration of tenant improvements. PBS is respons 
all building shell elements in owned space; lessors 
leased space. In leased space, PBS will oblige the 
carpeting within the tenant's space, as provided in 



space, PBS is amortizing through a 
improvement allowance the tenant 
ity for replacement, renewal or 
ible for replacement and renewal of 
bear this responsibility in 
lessor to fund cyclic paint and 
the lease contract. 



i") The right to relinquish space upon four months ' 
cancelable space. 



Addi t ional Clauses: 



1 . Core hours of building service hours will be 
Monday through Friday with the exception of Federal 
provided outside of core hours are considered overt 
PBS by Reimbursable Work Authorization (RWA) . 

Tenant Specific Clauses: None. 



Ad Hoc Clauses: 
1 . Approved : 



NCR Portfolio Representative 



Title 
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notice is not available for non- 



ftfom (7:00a.m.) to (6:00 p.m.) 

Holidays. Services requested and 
ime and will be reimbursed to be 



Date 



-3345- 
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I agree to the initial terms with the understanding modifications will be made over time. 



Approved : 



4^ 

ndy Rep 



/ . Approve!: 

;, //fr~ fl/**^. P?*dJ<' AA»3$&~^ O^U^y °#<*r sofa 1 01- 

n-eaentative Title Date <5SA Representative Titte Date 



Ageno^Repre'sentative Title Date <5SA Rep}: 

f™J* ' ' < End of Report : 
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Printed On 21-OCI-2002 10|48 

SIGHED 

OA01249S VerslO) 



Created 23-MJG-2O02 



( 601 HDD OFFICE OF IBB SECRETARY 



Period Start Dete 01-OCT-2002 Bod Data 30-BZP-2003 

I. Shell Rental Race 

General Use [rentable square footage) 

3. Operating Costs * 

4. Real Batata Tax ** 
* Market Rant EubTotal 
7. Security Services 

Basic 

Building Specific 

II. PBS Fee 

*** Agency Rent Subtotal 
12. Joint Use Space 

Joint Use Rentable 9} ice 
•w* Total Annual Rental 

» Operating Coats Bacalation Applies 
■» Real Estate Tax Escalation Applies 
Customization Tier 
Amortization Term (in months) 




Fiscal Year 



9,743 



9.743 



9.743 



Page 1 of 10 



Cost/SF 



$312,704 


$32.09(85 


$53,179 


$5.45840 


$12,496 


$1.23252 


$378,379 


$38.83787 


$2,338 


$0.23998 


$23,967 


$2.46004 


$30,270 


$3.10700 


$434,954 


$44.64488 


$6,394 




$441,348 


$45.30118 



-334?" 
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Occupancy Agreement Financial Summary 



Printed On 21-OCT-2002 10i48 

SIGHED 

OA012495 Versioi 1 



Created 23-AUG-2002 



I (01 HUD OFFICE OF THE SEOIEIARY 



Period SUrt Date Ol-oCT-2003 Bad Date 30-SEP-2004 

I. Shell Rental Rate 

General Doe (rentable square footage) 

3 . Operating Costs * 

4 . Real Estate Tax ** 
• Kariast Seat BubTotal 
7 .. Security Services 

Basic 

Building Specific 

II. PBS Fee 

*** Agency Rent Subtotal 
12. Joint Use Space 

Joint Ose Rentable Srice 
•** Total Annual Rental 

• operating Costa Escalation Applies 
*• Real Estate Tax Escalation Applies 
Customization Tier 
Amortization Term (in months) 



Fiscal Year 




9.743 



9,743 



Pag* 2 of 10 



Cost/SF 



$312,704 


$32.09685 


$54,774 


$5.62215 


$12,871 


$1.32110 


$380,349 


$39.04007 


$2,330 


$0.23998 


$23,967 


$2.46004 


$30,428 


$3.12322 


$437,082 


$44.86331 


$6,394 




$443,476 


$45.51961 



3348- 
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Occupancy Agreement Financial Summary 



Printed On 21-OCT-2002 10|48 



SIGHED 

OA012495 



Versioi 1 



Created 23-AOG-2002 



I <01 HUD OFFICE OF TBS BBC8BIARY 



Period start Data Ol-OCT-2004 End Bate 3O-SEP-2005 

1. Shell Rental Race 

General Use (rentable square footage) 

3. Operating Coats • 

4. Real Estate Tax **. 
* Market Rent Subtotal 
7. Security Services 

Basic 

Building Specific 
n. pbs Fee 

•«* Agency Rent Subtotal 
12. Joint Use Space 

Joint Dse Rentable S, Ace 
*** Total Annual Rental 

* Operating costs Escalation Applies 

•• Real Estate Tax Escalation Applies 
Customization Tier 
Amortization Tern tin months) 



Fiscal Year 




9,143 



Page 3 of ID 



Cost/SF 



$312,704 


$32.09685 


$S6,417 


$5.79081 


$13,257 


$1.36073 


$382,378 


$39.24834 


$2,338 


$0.23998 


$23,967 


$2.46004 


$30,590 


$3.13987 


$439,273 


. $45.08820 


$6,394 




$445,667 


$45.74450 



3349 
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Printed On 21-OCT-2002 10|4B 

SIGNED 

OA012495 Vorsioi 1 



Created 23-AUG-2002 



g iOl HOD OFFICE OP THE SECRETARY 



Period Start Date 01-OCT-20O5 End Dete 30-SEF-2006 

I. Shell Rental Rate 

General Obc (rentable square footage) 
3 . Operating Coate * 
4. Real Eatate Tax " 
• xerkftt Rant SuWbtal 
7. Security Services 

Basic 

Building Specific 

II . PBS Fee 

*** Agency Rent subtotal 
12. Joint Use Space 

Joint Dae Rentable S]f .ce 
*** Total Annual Rental 

* Operating Costa Escalation Applies 
*» Seal Estate Tax Escalation Applies 
Customisation Tier 
Amortization Term (in months) 



ry | Fiscal Year 




9.743 



Page 4 of 10 



C08t/SF 



$312,704 


$32.09685 


$58,110 


$5.96454 


$13,656 


$1.40156 


$384,449 


$39.46296 


$2,338 


$0.23998 


$23,367 


$2.46004 


$30,758 


$3.15704 


$441,532 


$45.32007 


$6,394 




$447,926 


$45.97637 



"335CT 
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Occupancy Agreement Financial Summitry 



printed on ai-ocr-sooa 10.48 



SIGHED 
OA01249S 



Versioi 1 



Created 23 -AUG-2002 



( SOI HUD OPP1CB OP THE SECRETARY 



Period Start tote 01-OCT-2006 ' End Date 30-SBP-2007 

I. Shell Rental Rate 

General Use (rentable square footage) 

3 . operating Costs " 

4. Real Estate Tax ** 
* Market Rent SubTotal 
7. Security Services 

Basic 

Building Specific 

II. PBS Pee 

*** Agency Rent subtotal 
12. Joint Use Space 

Joint Dse Rentable Space 
*** Total Annual: Rental 

• Operating Costs Escalation Applies 
»♦ Real Estate Tax Escalation Applies 
Customization Tier 
Amortization Term (in months) 



Fiscal Year 



9,143 



9.743 



9,743 



Page 5 of 10 



Cost/SF 



$312,704 


$32.09685 


$59,853 


$6.14347 


$14,064 


$1.44360 


$386,621 


$39.68385 


$2,338 


$0.23998 


$23,967 


$2.46004 


$30,930 


$3.17471 


$443,856 


$45.55861 


$6,394 




$450,250 


$46.21491 



-sssr 
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Occupancy Agreement Financial Sumnary | Fiscal Year 



Printed On 21-OCT-2002 10i48 

SIGHED 

OA01249S Veroioi 1 ~., Created 23-AUG-2002 

Period Stert Date 01-OCT-2007 Bid Dete 30-SBP-2008 

I. Shell Rental Race 

General Use (rentable square footage) 

3. Operating Costs * 

4. Real Batate Tax *« 
• Market Rent Subtotal 
7. Security Services 

Basic 

Building Specific 

II. PBS Pee 

*** Agency Rent Subtotals 
12. Joint Use Space 

Joint Use Rentable f-iace 
*** Total Annual Rflntal 

* Operating Costs Escalation Applies 
*« Real Batate Tax Bscalation Applies 
Customization Tier 
Amortization Terra (in months) 



JS01 HUD 0PF1CB OF IBB SECRKIHO: 




9,743 



9,743 



Page S of 10 



Cost/3P 



$312,704 


- $32.09685 


$61,649 


$6.32778 


$14,486 


$1.48691 


$388,039 


$39.91151 


$2,338 


$0.23998 


$23,967 


$2.46004 


$31,107 


$3.19292 


$446,251 


$45.80444 


$6,194 




$452, 645 


$46.46074 



-3352" 
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Occupancy Agreement Financial Sutratary 



Printed On 21-OCT-3002 10i48 

SIGNED 

OA01249S Versio. 1 "„.. Created 23-AUG-2002 

period Start Date Ol-ocr-2008 End Date 30-SEP-2009 

I. Shell Rental Sate 

General Use (rentable square footage) 

3. Operating Costs * 

4. Heal Estate Tax •• 
• Market Sent SubTotal 
7. Security Services 

Basic 

Building Specific 

II. PBS Fee 

*** Agency Sent Subtotal 
12. Joint Use Space 

Joint Use Rentable S"ace 
*** Total Animal Rental 

* Operating Costs Escalation Applies 
«• Real Estate Tax Escalation Applies 
Customization Tier 
Amortization Terra (in months) 



IS01 HOD OPPICE OP THE SECRET»RY 



Fiscal Year | 




9,743 



9,743 



9,743 



Page 7 of 10 



Cost/SF 



$312,704 


$32 


09685 


$63,498 


$«■ 


51761 


$14,921 


$1 


53152 


$391,123 


$40 


14595 


$2,33B 


$0 


23998 


$23,9(7 


$2 


46004 


$31,290 


$3 


.21168 


$448,718 


$46 


.05766 


$6,394 






$455,112 


$46 


.713 96 
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Occupancy Agreement Financial Summary 



Printed on 21-OCT-2002 10 1 49 

SIGHED 

0A012495 Veraioi 1 



Created 23-AOG-20O2 



Fiscal Year 



1601 HDD OPTICS OP THE SECRETARY 



period Start Date 01-OCT-2009 aid Date 30-BEP-2010 

I. Shell Rental Rate 

General 0se (rentable square footage) 

3 . operating Costs * 

4. Real Estate Tax ** 
• Market Rent Sub/Total 
7. security Services 

Basic 

Building Specific 

II. PBS Pee 

••» Agency Rent Subtotal 
12. Joint Use Space 

Joint Use Rentable Space 
*** Total Annual Rental 

* Operating Coote Escalation Applies 
•« Real Estate Tax Escalation Applies 
Customization Tier 
Amortization Term (in months) 



9,743 



Page 8 of 10 



Cost/SP 



5312,704 


$32.09685 


$65,403 


$6.71314 


$15,368 


$1.57746 


$393,475 


$40.38736 


$2, 33S 


$0.2399$ 


$23,9(7 


$2.46004 


$31,47$ 


$3.23099 


$451,25$ 


$46.31837 


$6,394 




$457,652 


$46.97467 



"5S54~ 
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Occupancy Agreement Financi 



ial Sumnary I Fiscal Year | 



Printed On 21-OCT-J002 10i4S 



SIOHSO 
OA012495 



Versioi 1 



Created 23-AOG-2002 



1601 HOD OFFICE OP TUB SECRETARY 



P«iod Start D«t. 01-OCX-20U • End Data 30-SEP-J012 

I. Shell Rental Hate 

General Ose (rentable aquare footage) 

3. Operating Coata * 

4. Real Estate Tax ♦• 
• Market Bant SubTotal 
7. Security Servicea 

Basic 

Building Specific 

II. PBS Pee * 
*** Agancy Rent subtotal 

12. Joint Use Space 

Joint Use Rentable Spice 
*** Total Annual Rental 

• Operating Costs Escalation Applies 
•• Real Estate Tax Escalation Applies 
Customization Tier 
Amortization Term (in months) 



Page 10 of 10 



9,143 



9,743 



Cost/SF 



$312,704 


$32.09685 


$69,395 


$7.12197 


$16,304 


$1.67353 


$398,394 


$40.89226 


$2,338 


S0.2399B 


$23,967 


$2.46004 


$31,872 


$3.27138 


$456,571 


$46.86371 


$6,394 




$462,965 


$47.52001 
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U.S. OOVERK**ENT 
LEASE FOR REAL PROPERTY 



turaarLtux 



3 1992 



u«x«a 



GS-11B-20672 



'Vfef 



f/ 



THIS LEASE, made tsd catered iota ibis due by and buw«a 

800 North Capitol Street limited Partnership 
c/o Richard A. Bennett, Jr. - General Partner 

whose address U 

600 New Hampshire Avenue, H.W. ; Suite 800 

Washington, DC 20037 

and whose interest is the property hereutafter described is that of owner 

hereinafter oiled the Lessor, and the UNITED STATES OF AMERICA, bereioaiM* (ailed (he Government: 

WITNESSETH: The parties hereto (ar the coasideraaoas hereinajnr mentioned, covenant tad *gs« u fglluwt; 
U Tie Lessor hereby leases to the Government (he fallowt'ttf described pttmha: 
265,000 net usable square feet of office and related space, being a portion 
of the first floor and the entire lower level, & 2nd thru 10th floors-, plus 20 
parking spaces in the building- known as 800 North Capitol Street, NW, Washington, 
DC 20001 



s» be ued tea such purposes as designated by GSA. 

2, TO HAVE AND TO HOLD the said premise* wich (heir apotuieaaacsi for she term beginning on 



...5SS_Bi.4sr.JIw 



throuth __S£^JSLidexJC. 



.._. subject io termination 



and renewal rights as may be bercssai ter set forth. 

3. The Coversacsr shall pay the Lessor tnotrei ttox o* $~ ~ . ? ^.: - V , 5.- f . ffi 



a *e rate of S~ ~S&e JRider. JLX 



.. per _SefiJ3LLder..I3L 



Rest far a lesser period shall be prorated. Rest shedc* shall be and* payable tot 800 8 . Capitol Street , 
Limited Partnership, c/o Richard A. Bennett, Jr. G.P. , 600 Sew Hampshire Avenue 
NW, Washington, DC 20037 



ng 



d Th e C e w t* m um nnw y m miwie ihii l i n e n t ny li e n b y < »»»■ ■, »» l»«*i 



ulllMllliiDiliilmmlli 



4 » ' i l * ' U hlli i l l ^H IiI H i 



to (he Lessor and no rental shall aevrue after the effective due of termination. Said notice shall be voropuijil^ffiumcni.- 
in( with the day after the date of mailing, 

J. 73ms I * - **- may be renewed « the option of the Government, for thejoyewfnj icon aod at the MUkmbs ?em.J», 



provided notice hjvej^SiT iA writing to the Lessor it least — — days betote the end ot the orictnal leaxi ten" 

or aoYMwrwafierm: all other terms and tendinous of ihia lease thai! rcmaur (he i*me ducin.c mv renewal term. 
. i mi ti *h*H~b t tampmed wmamwVie , ' w it h * « ht iff eittr - ' "«' **** i f n iei lim. 



I-iO» 



INITIALS 
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/ 



%*, 



l. 



2. 



6.TheUsMrshaUfiirniJhto&e<javernment, wpanof che^ / 

All services* utilities, maintenance and repairs included in Solicitation 
For Offers (SFO) Number 91-086 and its attachments made a part hereof shall 
he provided as a component of the rental consideration. 

All construction and alteration of the basic tenant improvements required by 
SFO 91-086 as well as all space planning and layout of requirements. 



7. Tie following are attached and made a part haect 
Th i Gcwnl Tratii a ow an d ra t tTU S tieM (St a ndard F g r a 3PA , « daiwQ .. 



SFO Number 91-086 (35 pages), Floor plans (12 pages), List of owners 
GSA Form 3517 "General Clauses" 24 pages Rev. 1/91 

GSA Form 3518 "Representations and Certifications " (8 pages) Rev 1/91 
Rider 1 - Design and Construction Delivery Schedule (SL page) 



(1 vm** 



ALX ' ^tuute gfc- S" 4 - Cef CiflEafui - of ' Vx - aeravamm xi. 'i.a'ic 6 jcii.y - GSA Fora 
8. The following changes were made in this lease prior to its execution: 

Paragraph 4 of the SF 2 was deleted in its entirety 



IN WITNESS WHEREOF, the parties hereto have hereunto subscribed their names as of the date first above 
written. 




) 



IE3SOB 800 North Capitol Street Limited Partnership 



BY. 






(Sigtmtm} 




(Addmis) 



eiH?T2^£- telt^™* 




STANOAflOFOBMa 
FSBRUAflY 1965 EDmON 



EXCEPTION TO SF2 
APPftOVED BY SSA / IRM3 12D89 
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SOLICITATION FOR OFFERS 



SFO 



91-086 



SECTION 



•EHB HTTIMTIT SSEOTICBS ADMOIISWAIIOH 
UQtflUS AP*RO*IMATELT 230,000 TO 263,000 U* OSABLS SQUM* FEE* 
Off OFFICE MJD.RELKSD.S?ACE IN WMHISKC* , 3C 



SAME: W. C. FOL1BR, SR. 
TITLE: CONTRACTING OFFICE* 



THE iktorhation »^ s .""ESSE - .! 3S5S., £*. §» 

^S/L^^ff^^oTcWoL »0. 3090-OI63. 




GSA pttot.TC SgiLDlMGS SERVICE 



April 22. 1991 



:'M SELECT! ON UffQSW&flfc. 

SEE Fill 3404 
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SECTION 

TftBLB OF COKTBMTS 



3 
,9 

.10 
,11 
,12 



2,i 
2.1 
2.2 
2.3 

3.0 
3.1 
3.2 
3.3 
3.« 
3.3 
3.S 
3.7 

3. a 

3.» 

3.10 
3.il 
3.12 
3.13 

4.0 

4.1 

4.2 

4.3 

4.4 

4.S 

4.i 

4.' 

4.S 

4.3 

4.10 

4-11 

4.12 

4,13 

4.14 

4. IS 

s.s 

5-1 

5.2 

5.3 

S.4 

S.S 

5.6 

S.7 

5.8 

5.9 

5.10 

5.11 

S.12 

5.13 

5,14 

5.15 

S.1S 

5.17 

5. IB 

5.19 

5.20 

6.0 



■ 1 

SUMMARY • 1 

AMOUNT AND TYPE OP SPACE ♦ , 

AREA 0? CONSIDERATION , 

LOCATIONS CITY CENTER x 

LEASE TERM * i 

OFFER BOS DATS. , x 

OCCUPANCY DATE * j 

HOW 50 OFFER ' ' 2 

NEGOTIATIONS 2 

PRICE EVALUATION (SRESEHT VALUE). * • * 

AWABD •*»p»•*••* , ••••*••••*••'•*** ^ 

FIHB PROT OCCTJP HEALTH ES7 SAFETY i 

HANDICAP ACCESS FOR NEW COSST5UJC 

.... 4 

AWARD FACTORS - 4 

AWABD FACTORS: GENERAL 4 

HANDICAPPED » * 5 

OTHER FACTORS • • 

.... 6 

MISCELLANEOUS s 

UNIT COSTS FOR ADJUSTMENTS. "■ g 

ALTERATIONS 25.000 OR LESS • ' g 

ALTERNATE PROPOSALS .* Z.l-t • • - 

tax adjustment gsar SS2.270-24 (B/mj • ; J 

OPERATING COSVS G3AR S52. 270-23 [6/85) £ 

NET USABLE SPACE 8 

APPURTENANT AREAS » ■ • • 8 

VENDING FACILITIES ■ * - - g 

ADJ. ?OR VACANT PREMISES OSAR 552.273-25 J 

EVIDENCE OF CA PABI LITY TO PERFORM g 

CONSTRUCTION SCHEDULE - *' 5 

PROGRESS RESORTS " 9 

CONSTRUCTION INSPECTIONS 

GENERAL ARCHITECTURAL . . . . -. • • * JjJ 

QUALItY S APPEAR. OF BUILDING SXTSR-.^ Jjj 

HORX PERFORMANCE. . 

BUILDING SYSTEMS CERTIFICATION 1Q 

SPACE EFFICIENCY " * * wj 

FLOOR PLANS AFTER OCCUPANCY , 

FLOORS AMD FLOOR iOAD l0 

EXITS i ACCESS * " * 10 

WINDOWS • 10 

HANDICAPPED ACCESSIBILITY (A-C) ,j 

HANDICAPPED ACCESSIBILITY .(D-F) 

HANDICAPPED ACCESSIBILITY (G-I) ,. 

HANDICAPPED ACCESSIBILITY (J-M) ,- 

HANDICAPPED ACCESSIBILITY <N-P) fc 

HANDICAPPED ACCESSIBILITY <Q) £ g 

LANDSCAPING * 

ARCHITECTURAL FINISHES - - * ,» 

LAYOUT AND FINISHES 

CEILINGS AND INTERIOR FINISHES 1? 

PAINTING • * * * * 17 

DOORS: EXTERIOR • ' . 17 

DOORS t INTERIOR.. ......•••••• ^ 

DOORS: HARDWARE * 17 

DOORS* IDENTIFICATION • ' l7 

PARTITIONS: GENERAL ' * 17 

PARTITIONS! PERMANENT , » * * ' 18 

PARTITIONS: SUBDIVIDING > • i8 

PARTITIONS: FOLDING ■ ■ •• ' !!".*. 18 

»LOOR COVERING AND PERIMETERS , g 

"OHET AND SERVICE AREAS, £0 

RESILIENT FLOORING ' * 19 

CARPET * 20 

ACOUSTICAL REQUIREMENTS , n 

SOUND MASKING SYSTEM '/'''. 21 

WINDOW COVERINGS / ' 22 

3UILDING DIRECTORY ' /)'/''' 22 

FLAG POLE * * * * 

MECHANICAL, ELECTRICAL, PLUMBING «■ «•"'/• * • • • 23 



gsa public buildings service 




April 22, 1991 



ELECTT03 BffOl 

"~ """ 3J 



R 



' MM 
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SOLICITATION FOB OFFERS 



6.1 
$.2 
6.3 
S.4 



6.9 

6.10 
6.11 
6.12 
6.13 

7.3 

7.1 
7.2 
7.3 
7.4 



S 
6 
7 
8 
9 
10 




1 
2 
3 
4 
5 

a. 6 

8.7 
3.8 
8.9 

s.ia 

B.ll 

8.12 
8.13 
8.14 

9.0 
9.1 



SFO 



91-oas 



HECH BLEC fltJMBt GENERAL ' • • 23 

DRINKING POOMTAINS • 23 

BBSTRO0M3 23 

rbstroohst pdctore schedule 23 

janitor closets 23 

heating s a18 conditioning 24 

ventilation 24 

electrical* general 24 

electrical: distribution «4 

telephone equipment 25 

lishtingj interior 25 

switches. 25 

elevators • z5 

services, ce3.ities-, maintenance 27 

serv urtt msrii general • ■ 27 

NORMAL HOOR3- j" 

OVERTIME 3SACS 27 

UTILITIES 27 

MAINTENANCE « TESTING OP SYSTEMS. 27 

FLAG DISSLAT • • • *7 

SECORITY *' 

JANITORIAL SERVICES 27 

SCHEDULE OP 7ERI0DIC SERVICES *8 

LANDSCAPE MA^WSNASCS 29 

SAPET2 Jtf© rdUz PREVENTION. 30 

CODE VI0LATI3SS |° 

PORTABLE ?1RS SDCTINGUiSHSRS - • « 

STANDPIESS 1° 

SPRINKLES STSTEM 30 

ENGINEERED 3HOKE CONTROL SSSTEMS 30 

MANUAL PIRB ALARM SYSTEMS « 

EXIT S 3MERC2SC? 1IGHTING *} 

ALTERNATIVE. FIRE -rRCTSCT ION FEATURES. . _fl 

FIRE DOORS - s- 

SAFETY-AIH COfSAMINANT LEVELS *J- 

INDOOR AIR OOILIT* \\ 

BULK SAMPLE A3ULTSIS REG. « 

OSHA REQUIREMENTS \\ 

RADON HEASU32MSNT AND CORRECTIVE ACTION « 

SPECIAL REQC33MENTS f| 

SPECIAL-l " 



INITIALS: 




LESSOR GOVERNMENT 



SECTION 

TABLE OP CONTESTS 



GSA PDBLIC BUILDINGS SERVICE 



zzx 



April 22, 1991 




*& Hi' n.m 
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| , <■>, 1 . 

SOLICITATION "FOR OFFERS 


M^ 

SFO 

91-086 


SECTION 
summary 



THE GENERA! SERVICES ADMINISTRATION (GSA) IS INTERESTED ID LEASING A 
MINIMUM OF 230,000 NET USABLE SQUARE FEET TO A MAXIMUM OF 265,000 HEX 
USABLE SQUARE FEET. 

OFFERS MUST SB FOR SPACE LOCATED B» A QUALM? BUILDING OF SOUND ADD 
SUBSTANTIAL CONSTRUCTION AS DESCRIBED Dl THIS SOLICITATION FOR OFFERS, 
SAVE A POTENTIAL FOR EFFICIENT LAYOUT, AND BE WITHIN THE SQUARE FOOTAGE 
RANGE TO 3S CONSIDERED. 



AREA; 

WITHIN THE DISTRICT OF COLUMBIA SOUNDED ON THE NORTH ST M STREET, 
NW/NE. ..ON TEE EAST 37 2ND STREET. HE/SE. . -OS THE SOUTH BY THE SE/SW 
FREEWAY AND MAINE AVENUE SW ANE 3N THE WEST EX UTH STREET, SW, 
CONSTITUTION AVENUE, NW AND 23RD STREET NH. 

NEIGHBORHOOD! 

SPACE MUST SE LOCATED IN A ?RIKB COMMERCIAL OFFICE DISTRICT WITH 
ATTRACTIVE, PRESTIGIOUS, PROFESSION*! SURROUNDINGS WITH A PREVALENCE OF 
MODERN DESIGN AND/OR TASTEFUL REHABSITAl ION IN MODERN USE. STREETS AND 
PUBLIC SIDEWALKS SHOULD BE WELL MAINTAINED. 

PARKING AND TRANSPORT ITTONt 

REGULARL7 SCHEDULED PUBLIC TRANSPORTATION AND/OR EMPLOYEE PARKING WITHIN 
WALKING DI3TANCS SUFFICIENT TO COVER SHOTTING NEEDS OF EMPLOYEES. 

LOCATION AMENITIES; 



A VARIETY OF INEXPENSIVE AND MODESOTELY PRICED FAST FOOD AND/OR EAT-IN 
RESTAURANTS MUST BB LOCATED WITHIN 2,000 WALXA3LB LINEAR FEES AND OTHER 
EMPLOYES SERVICES SUCH A3 RETAIL SHOPS, CLEANERS, BANKS, .ETC., SHOULD BE 
LOCATED WITHIN 2,000 WALKA6LE LINEAR FEE: 

THE LEASE TERM WILL SE FOR A PERIOD ■» TO TEN (10) TSARS.. 

OFFERS ARE DUB BY SEPTEMBER 30, 1991. AND MUST REMAIN OPEN UNTIL AWARD. 

OCCUPANCY IS REQUIRED TO SE COMPLETE: SY JUNE 1, 1992. 

OFFERS ARE TO BE SUBMITTED TO THE CONTRACTING OFFICER ATi 

GENERAL SERVICES ADMINISTRATION 

REAL ESTATE DIVISION (WPEI) 

7TH i D STREETS, SW, ROOM 7071 ■ 

WASHINGTON, DC 20407 

NO LATER THAN THE CLOSE OF BUSINESS ON THE OFFER DUE DATE THE FOLLOWLSG 
DOCUMENTS, PROPERLY EXECUTED, MUST BZ SUBMITTED! 

(A) GSA FORM 1364, PROPOSAL TO LEASE SPACE (ENCLOSED). 

(B) GSA FORM 1217, LESSOR'S ANNUAL COST STATEMENT (ENCLOSED). 

(CJ GSA FORM 3S18, REPRESENTATIONS AND CERTIFICATIONS (ENCLOSED). 

<D) ONE-EIGHTH INCH (PREFERRED) OR LARGER SCALE SLUE LINE PLANS OF THE 
SPACE OFFERED. PHOTOSTATIC COPIES ARE NOT ACCEPTABLE. ALL ARCHITECTURAL 
FEATURES OF THE SPACE MUST 3S ACCURATELY SHOWN. IF CONVERSION OR 

RENOVATION OF THE BUILDING IS PLANNED, ALTERATIONS TO MEET THIS 
SOLICITATION MUST 3E INDICATED. IF REQUESTED, MORS INFORMATIVE PLANS MUST 
SE PROVIDED WITHIN 10 DAYS. 

(E) A LIST OF UNIT COSTS FOR ADJUSTMENTS (SEE PARAGRAPH ENTITLED 
"ALTERATIONS COSTING $15,000 OR LESS*). 

(F) AN HOURLY OVERTIME RATE FOR OVERTIME USE OF HEATING AND COOLING (SEE 
PARAGRAPH ENTITLED "OVERTIME 7SAG2" ) . 



SHE OFFEROR SHOULD ALSO INCLUDE AS PART OF THE OFF; 
ADDRESSES ANY AWARD FACTORS WHICH ARE LISTED IN THE 

INITIALS: 



'ORMATION WHICH 
'AIION PARAGRAPH 




1.1 AMOUNT AND TYPE OF SPACE ! 



1.2 AREA OF CONSIDERATION 



1.3 LOCATION: CITY CENTER 



t LEASE TERM 

3 OFFER DUE 3ATE 

_ i OCCUPANCY DATE 

.7 HOW TO OFFER 



GSA PUBLIC BUILDINGS SERVICE 



PASS 1 OF 35 



][- 



BnrU. 22, 1991 
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-^- 

SOLICITATION i.OR OPF2RS 



SFO 



91-086 



ENTITLED 'OTHER FACTORS* , 

SEE GSA FORM 3516, SOLICITATION PROVISIONS, TOR ADDITIONAL INSTRUCTIONS. 
I? ADDITIONAL REFORMATION IS NEEDED, THE CONTRACTING OFFICER SHOULD BE 
CONTACTED. 

lymav BUI, BE SO PUBLIC OPENING OF OFFERS AMD ALL OFFERS HILL SE 
CONFIDENTIAL UNTIL THS LEASE HAS BEEN AWA&DEDf HOWEVER, THS GOVERNM ENT HAY 
RELEASE PROPOSALS OUTSIDE THE GOWERSHENT TO A GOVERNMENT SUPPORT 
CONTRACTOR TO ASSIST OS THE EVALUATION OF OFFERS. SOCH GOVERNMENT 
CONTRACTORS SHALL 3E REQUIRED TO PROTECT THE DATA FROM UNAUTHORIZED 
DISCLOSURE. OFFERORS WHO DESIRE TO MAXIMIZE PROTECTION OF INFORMATION IB 
TREIR OFFERS MAY APPLY THE RESTRICTION NOTICE TO THEIR OFFERS AS 
PRESCRIBED IN THE PROVISION ENTITLED '52.215-12, RESTRICTION ON DISCLOSURE 
AMD. USE OF DATA" (SEE GSA FGHM 3516, SOLICITATION PRGKSION8 ) . 

NEGOTIATIONS SILL BE CONDUCTED OH BEHALF OF THE GOVERNMENT 3? THE GSA 
CONTRACTtNG OFFICER OR OTHER AUTHORISED REPRBSEaEATIVE . THE GSA 
CONTRACTING OFFICER IS NAMED ON TEE COVER OF THIS SOLICITATION. GSA HILL 
NEGOTIATE RESTAL PRICE FOR THE INITIAL TERM, ANS aSNEKAL PERIODS. AND AST 
OTHER ASPECT OF THE OFFER AS DEEMED NECESSARY. 

EVALUATION OF OFFERS 'WILL 3E ON THE BASIS OF THE ANNCAL PRICE PER SQUARE 
FOOT, INCLUDING ANY OPTION PERIODS. 

(A) IF ANNUAL CPI ADJUSTMENTS IN OPERATING BXP5NS23 ARE INCLUDED, THE 
OFFEROR MUST BREAK 0?L,T THE OFFER TO A "NET" PRICE PER SQUARE FOOT FOR 
RENTAL AND A -BASE" PRICE PER SQUARE FOOT FOR SERVICES AND UT HIKES 
{OPERATING EXPENSES) TO BE PROVIDED BY THE LESSOR. THE NET AND BASE 
PRICES COMBINED ARE. THE TOTAL "GROSS" ANNUAL PER SQUARE FOOT PRICE 
OFFERED. IF THE OFFER INCLUDES ANNUAL ADJUSTMENTS IS OPERATING EXPENSES, 
THE BASE PRICE FROM WHICH ADJUSTMENTS ARE MAIS HILL SB THE BASE PRICE FOR 
THE TERM OF THE LEASE, INCLUDING ANS OPTION PERIODS. 

<B) THE GOVESKMFNT WILL HAKE PRESENT 7ALUE PRICE EVALUATION BY 3EEUCINC 
THE PRICES OFFERED TO A COMPOSITE ANNUAL SQUA?.£ :'<.' JxICE, A3 FCLL-TSSt 



(1) PARKING AND WAREYAR5 AREAS VILL 38 EXCLUDED FMI THE TOTAL SQUARE 
FOOTAGE, BUT NOT FROM THE PRICE. FOR ;:FFSRSNT TYPES 3F SPACE, THE GROSS 
ANNUAL PER SQUARE FOOT PRICE WILL SB 3ETERM:NED BT DIVIDING THE TOTAL 
ANNUAL RENTAL 3Y IHE TOTAL SQUARE FOOTAGE MINUS THESE AREAS. 

(2) IF ANNUAL ADJUSTMENTS IN OPERATING EXPENSES IC1 NOT BE MADE, THE 
GROSS ANNUAL SSR SQUARE FOOT PRICE SILL BE DISCOCNTED ANNUALLY AT 8 
PERCENT TO YIELD A GROSS PRESENT VALUE COST (PVC) ?EH SQUARE FOOT. 

(3) IF ANNUAL ADJUSTMENTS IN OPERATING EXPENSES WILL 3E MADE, THE 
ANNUAL PER SQUARE FOOT PRICE, MINUS THE BASE COST OF OPERATING EXPENSES, 
WILL BE DISCOUNTED ANNUALLY AT 8 PERCENT TO YIELD A NET PVC PER SQUARE 
FOOT. THE OPERATING EXPENSES SILL BE BOTH ESCALATED AT I PERCENT 
COHPOUNDEC ANNUALLY AND DISCOUNTED ANNUALLY AT 8 PERCENT, THEM ADDED TO 
THE NET PVC TO YIELD THE GROSS PVC. 

(4) TO THE GROSS PVC WILL 38 ADDEDr 

— THE COST OF GOVERNMENT PROVIDED SERVICES NOT INCLUDED IN THE RENTAL 
ESCALATED AT 4 PERCENT COMPOUNDED ANNUALLY AND DISCOUNTED ANNUALLY AT 8 
PERCENT. 

— THE ANNUALIZED (OVER TEE FULL TERM) PER SQUARE FOOT COST OF ANY ITEMS 
WHICH ARE TO 3E REIMBURSED IN A LUMP SUM PAYMENT. (THE COST OF THESE 
ITEMS IS PRESENT VALUE; THEREFORE, IT WILL NOT BE DISCOUNTED.) 

THS GOVERNMENT'S ESTIMATE FOR THE FOLLOWING COSTS ASSOCIATED WITH MOVING 
FROM THE EXISTING LOCATION ( THS COST OF THESE ITEMS 13 PRESENT 
VALUE! THEREFORE, IT WILL NOT 3E DISCOUNTED)! SYSTEMS AND CONVENTIONAL 
FURNITURE RELOCATION; TELEPHONE RELOCATIONS J TELEPHONE SWITCH ROOM 
RECONSTRUCTIONS AND RELOCATION t COMPUTER ROOM RECONSTRUCTION AND 
RELOCATION; OTHER SPECIAL ALTERATIONS; RECONSTRUCTION AND RELOCATION; 
INCREASED LOGISTICAL COSTS IP APPLICABLE; TENANT AGENCY DOWN TIME. 



SECTION 

SUMMARY 



(C) THE SUM OF THS ABOVE WILL BE THS PER SQUARE FOOT PRE; 
OFFER FOR PRICE EVALUATION PURPOSES. 

AFTER CONCLUSION OF NEGOTIATIONS, THE CONTRACTING 

INITIALS; 



VALUE OF THS 



WILL REQUIRE THE 




SOR GOVERNMENT 



1.8 NEGOTIATIONS 



1.9 



PRICE EVALUATION 
(PRESENT VALUE) 



1.10 AWARD 



GSA PUBLIC BUILDINGS SERVICE 



PAGE 2 OF IS 



][- 



April 22, 1991 



Sm SELECTION XMFOJW 



ill 
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SOLICITATION JR OFFERS 



SFO 



91-086 



SECTION 
summary 



OFFEROR SELECTED TOR AWARD TO EXECUTE THE PROPOSED LEASB PREPARES BY GSA 
SHICH REFLECTS THE PROPOSED AGREEMENT CF THE PARTIES. 

THE PROPOSED LEASE SHALL CODS 1ST OF: 

(A) STANDARD FORM 2, V.S. GOVERNMENT LEASE FOR REAL PROPERTY, 

(B) GSA FORM 3517, GENERAL CLAUSES, 

(C) GSA. FORM 3518, CERTIFICATIONS AKD REPRESENTATIONS, 

(D) 1KB PERTINENT PROVISIONS OF THE OSTER, AND 

(E) THE PERTINENT PROVISIONS OF THE SFO. 

THE ACCEPTANCE OF THE OFFER AND AWARD OF THE LEASE BY THE GOVERtWT 
OCCURS UPOH NOTIFICATION OF UNCONDITIONAL ACCEPTANC3 OF THE OFFER OR 
EXECUTION OF THE LEASE BY THE GSA CONTRACTING OFFICER AND MAILING J» 
OTHERWISE FURNISHING WRITTEN NOTIFICATION OR THE EXECUTED LEASB TO TSB 
SUCCESSFUL OFFEROR. 

BUILDINGS IS WHICH SPACE IS OFFERED FOR LEASE SHALL COMPLT WCTH » 
REQUUU0*ENTS OF THE GSA FIRE PROTECTION, OCCUPATIONAL HEALTH^ MD 
ENVIRONMENTAL SAFETY STANDARDS AS DESCRQBD IN THIS SOLICITATION I MB THE 
AGENCY HANDBOOK NUMBERED PBS ? S900.3C. a^JIVALENT !^ESS?,U-S 
REQUIRED BY THE APPLICABLE STANDARDS, SHALL 3E APPROVED BY THE CONTRACT3K 
OFFICER. ADDITIONAL: Y r OFFERS WHICH INCLUDE ALTERNATIVE FIBS PSOTECTMB 
FEATURES. MUSS INCLUDE A WRITTEN ANALYSIS 3Y A CERTIFIED FIRE MOTECT^ 
BNGINEER FULLY DESCRIBING ANY EXCEPTIONS TAKEN TO THE F IRE PROTECTS- 
REQUIREMENTS OF THIS SOLICITATION (SEE PARAGRAPH ENTITLED "ALTERSATTTB 
FIRE PROTECTION FEATURES'' FOR MORS DETAILED REQUIREMENTS ) . 



TO BE CONSIDERED FOB AWARD, BUILDINGS TO BE CONSTRUCTED JUST FOTLY 
THE Ne3 CONSTRUCTION REQUIREMENTS OF THE UNIFORM FEDERAL ACCSSSraiLZTY 
STANDARDS (UFAS) (FEDERAL REGISTER VOL. 49, NO. 153, AUGUST ^-->_B*>. 
COPIES OF UFAS ARE AVAILABLE FROM THE COSTRAZT-r" T .2?. ..--:-. - 



1.11 FIRE PROT OCCUP HEALTH 
ENV SAFETY 



1.12 HANDICAP ACCESS FOR NEW 
CONSTRUC 



INITIALS t 




GSA PUBLIC BUILDINGS SERVICE 



PACK 3 OF 35 



April 32, 1991 



#i.v4'i£ 
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SOLICITATION FOR OFFERS 



SFO 



91-QCS 



SECTION 

ahahd factors 



THE CONTRACTING OFFICER WILL CONDUCT ORAL OR WRITTEN NEGOTIATIONS WITH Alt ' 
OFFERORS THAT AM WITHIN THB COMPETITIVE RANGE. THE COMPETITIVE RANGE ' 
Bill 3B ESTABLISHED 37 THE CONTRACTING OFFICER OK THE BASIS OF COST OR 
PRICE AND OTHER FACTORS (IF AN2) THAT ARE STATED IN THIS SOIICITATIOH AMD 
HILL INCLUDE ALL OFFERS THAT HATE A REASONABLE CHANCE OF BEItIO SELECTED 
FOR AWARD. THE OFFERORS HILL BS PROVIDED A REASONABLE 0PP0RTUHIT7 TO 
SUBMIT ANT COST OR PRICE, TECHNICAL, OR OTHER REVISIONS TO THEIR OFFERS 
THAT MAI RESULT FROM THE NEGOTIATIONS. NEGOTIATIONS HILL BE CLOSES 8ITH 
SUBMISSION OF "BEST AND FOOL* OFFERS. 

EXISTING BUILDINGS SHALL BE CONSIDERED FOR AWARD ON THE FOLLOWING BASIS] 

ALL OFFERS RECEIVED IN RESPONSE TO THE REQUEST FOR "BEST AND FINAL' OFFERS 
WILL B2 INITIAL!? EVALOATED TO DETERMINE WHETHER THE OFFERS FULLS MEET THE 
HANDICAPPED ACCSSSIBILXTI REQUIREMENTS FOR NEW CONSTRUCTION OF THE UNIFORM 
FEDERAL ACCESSIBILITY STANDARDS (UFAS){45 FR 31528, AUGUST ?, 1984). ALL 
TECHNICAL REQUIREMENTS FOR HANDICAPPED ACCESSIBILITY ZS THIS SOLICITATION 
ARE THE SAME AS THOSE IN SECTION 4.1.2 ACCESSIBLE BUILDINGS, NEW 
CONSTRUCTION, OF UFAS. WHEN CLARIFICATION IS REQUIRED, UFAS SHALL BE 
CONSULTED. IF ANT OFFERS ARE RECEIVED WHICH FELL? MEET HANDICAPPED 
REQUIREMENTS OF NSW CONSTRUCTION, THEN OTHER OFFERS WHICH DO NOT FOLLY 
MEET THESE REQUIREMENTS WILL NOT BE CONSIDERED. 

FULL COMPLIANCE t 

■FULLS MEETS" AS USED HEREIN WITH RESPECT TO THB HANDICAPPED REQUIREMENTS 
MEANS TE5 OFFER FULL! COMPLIES WITH THE REQUIREMENTS STATED IN THE 
FOLLOWING SUBPARAGRAPHS OF "HANDICAPPED ACCESSIBILITY" S 

PARKING AND LOADING ZONES, ROUTE, ENTRANCE AND EGRESS, RAMPS, 
STAIRS, HANDRAILS, OOORS, ELEVATORS, TELEPHONES, CONTROLS, SIGNAGE, 
ALARMS, DRINKING FOUNTAINS, STORAGE FACILITIES, SEATING AND WORE STATIONS, 
ASSEMBL7 AREAS, AND RESTROOMS. 

SUBSTANTIAL COMPLIANCE: 

IN ACCORDANCE WITH 'JFAS, IF NO OFFER IS RECEIVES WHICH FULL? MEETS 
HANDICAPPED ACCESSIBILITY REQUIREMENTS OF NEW CONSTRUCTION, BUT AN 
OFFSR(S) 13 RECEIVED WHICH SUBSTANTIAL!.: MEETS THESE REQUIREMENTS', THEN 
OTHER OFFERS WHICH 30 SOT SUBS7ANTIALL7 HEET THESE REQUIREMENTS WILL SOT 
BE CONSIDERED. 'SUBSTANTIAL!! MEET3" AS USED HEREIN WITH RESPECT TO THE 
HANDICAPPED REQUIREMENTS MEANS IKE OFFER FULL7 COMPLIES WITH THE 
REQUIREMENTS STAISD 24 THE FOLLOWING SUBPARAGRAPHS OF 'HANDICAPPED 
ACCESSIBILITY": 

PARKING AND LOADING ZONES, ROUTE, RAMPS, ENTRANCE AND EGRESS, 
STAIRS, DOORS, DRINKING FOUNTAINS, RESTROOMS AND AT LEAST ONE (1) ELEVATOR 
WHERE NECSSSAR7 FOR ROUTE. 

MINIMUM REQUIREMENTS! 

IN ACCORDANCE WITH UFAS, IF NO OFFER IS REC "■' V 1 - '" WHICH EITHER FULL J OR 
SUBSTANTIALL7 MEETS HANDICAPPED ACCESSIBILITY REQUIREMENTS' OF NEW 
CONSTRUCTION, CONSIDERATION WILL BE GIVEN ZSZX TO OFFERS WHICH MEET THE 
FOLLOWING MINIMUM REQUIREMENTS; 

(1) AT LEAST ONE ACCESSIBLE ROUTE SHALL SB PROVIDED FROM AN ACCESSIBLE 
ENTRANCE TO IKE LEASED SPACE AND ALL REQUIRED ACCESSIBLE AREAS. AT LEAST 
ONE (1) ELEVATOR SHALL 32 PROVIDED WHERE NSCESSAR7 FOR ACCESSIBLE ROUTS. 
OTHER HANDICAPPED PARAGRAPHS SHALL APPL7 A3 NECSSSARZ, INCLUDING BUT NOT 
LIMITED TO CONTROLS AND SIGNAGE. 

<2) IF PARKING IS PROVIDED, THEN ACCESSIBLE SPACES SHALL BE PROVIDED IN 
CONFORMANCE WITH THE TABLE IN THE HANDICAPPED "PARKING AND LOADING ZONES* 
SPECIFICATIONS. 

(3) ACCESSIBLE TOILET ROOMS SHALL BE PROVIDED AS FOLLOWS » 

* WHERE MORE THAN ONE TOILET ROOM FOR EACH SEX IS PROVIDED ON A I 
FLOOR ON WHICH THE GOVERNMENT LEASES SPACE, AT LEAST ONE TOILET ROOM FOR ! 
EACH SEX ON THAT FLOOR SHALL 3E ACCESSIBLE 

* WHERE ONLI ONE TOILET ROOM FOR EACH SEB IS/PROVIDED ON A 
FLOOR ON WHICH THE GOVERNMENT LEASES SPACE, EITHER 9NE//jN35EX TOILET ROOM I 
OR ONE TOILET ROOM FOR EACH SEX ON THAT FLOOR SHALL |BS./BC3ESSI3LE. j 

i 
INITIALS. 




GOVERNMENT. 



2.1 AWARD FACTORS: GENERAL 



2.2 HANDICAPPED. 
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AWARD FACTORS 



* SHERE ONLY ONE TOILET MOM IS PROVIDED IK A BUILDING WHERE 
THE GOVERNMENT LEASES SPACS, ONE UNISEX TOILET ROOK SHALL BE ACCESSIBLE. 

* IN A QUAIITIED HISTORIC BUILDING WHERE THE ADVISORS COUNCIL 
ON HISTORIC PRESERVATION DETERMINES THAT PROVIDING THE ABOVE MINIMUM 
ACCESSIBLE TOILET FACILITIES WOULD THREATEN OR DESTROT THE HISTORIC 
INTEGRITY OF THE SPACE, AT LEAST ONE UNISEX TOIL2T ROOM IN THE BUILDING 
SHALL BE ACCESSIBLE. 

IF NO OFFER IS RECEIVED WHICH MEETS THE MINIMUM REQUIREMENTS DESCRIBED 
ABOVE, OFFERS HILL NOT BE CONSIDERED UNLESS A WAIVER OF HANDICAPPED 
REQUIREMENTS IS REQUESTED BY THE CONTRACTING OFFICER AND CHANTED 3* THE 
GSA ADMINISTRATOR. 

AFTER REVIEW OF "BEST AND FINAL" OFFERS IS COMPLETED, THE LEASE MILL BE 
AHAHDED TO THE OFFEROR WHOSE OFFER HILL SB MOST ADVANTAGEOUS TO THE 
GOVERNMENT, PRICE AND OTHER AWARD FACTORS WHICH FOLLOW CONSIDERED. 

PRICE IS MORE IMPORTANT THAN THE COMBINATION OF FACTORS BELOW. 



THE FOLLOWING AWARD FACTOR(S), 



2.3 OTHER FACTORS 



IHXTlAIiSi 




GSA PUBLIC BUILDINGS SERVICE 



PACE 5 OF 35 |f April 22, 1991 



SEE FAR 3404 



&VV;t TIT ffc»-n 



3365 



Case 1 :05-cv-00992-PLF Document 72-7 Filed 02/25/2008 Page 26 of 55 




SECTION 

MISCELLANEOUS 



UEVeRAE PARAGRAPFS IN "THIS SFQ S?MI7Y-!ffii^-?aR-3SBERHamK:_WSWWSS-0E.] 

vEnaawF^aaaiB* goT-srnment projections to assistthe °™»»» °°" 

ECT1HMING. ACTUAL QUANTITIES MAS SOT SB DETERMINED WK AFTER THE LEASE 
SP I^Trv-U «»m <iw <TP&cw LA-'OUT COMPLETED. TO ENABLE AH EQUITABLE 

SswaasiAWin cost for back or these materials, smlwimusb 

ScFSl? COST TO MAKE A taw SUM PASKENT OR RENTAL INCREASE IF TBH AMOUNT 

S^terial uanSi k the layout is mors than specified or take credit 
rao^r^ a ra amount is less than specified, offerors are rkjuirzd 

TO STATE IM THE OFFER OR IN AN ATTACHMENTl 

» THE COST PER LINEAR FOOT OF OFFICE SUBDIVIDING CEILING-HIGH 
PARTITIONING. 

* THE COST PER FLOOR MOUNTED DUPLEX ELECTRICAL OUTLET. 

* THE COST PER WALL MOUNTED DUPLEX ELECTRICAL OUTLET. 

* THE COST PER FLOOR MOUNTED FOURPLEX (DOUBLE DUPLEX) ELECTRICAL 
OUTL2T. 

* THE COST PER BALL MOUNTED FOURPLEX (DOUBLZ DUPLEX) ELECTRICAL 
OUTLET. 

* THE -3ST PER DEDICATED CLEAN ELECTRICAL COMPUTER RECEPTACLE. 
» THE TffiT PER FLOOR MOUNTED TELEPHONE OUTLET. 

* THE ■«• PER WALL KOUNTED TELEPHONE OUTLET. 

* THB 3ST PER INTERIOR DOOR. 

* THB C=« PER SQUARE 7ARD OF CAM*!. 

* THE CC3T PER SQUARE FOOT OF VINYL COMPOSITION TILB.-^ 

* THE CC« PER LINEAR FOOT OP SLA3-T0-SLAS PARTITION.-' 

* THE COST PER LINEAR FOOT OF SOIT.JD PARTIT ":• . 

* THE COST PSR DEDICATED DUPLZX CIRCUIT. 

* THE CCC «R DEDICATED ISOLATED GROUND. 

SSWggT'S^iiVwa a* g less. ™?™%i SWaS-S^ 

REJIEGOT*" * TO APPLZ TO aUSSc.v}'-'""* ia«fta wc —a ■^»--' 
AGREEMENT JF THE LESSOR AND OOVERiiMEST. 

IB I WHS* 3NIT PRICES FOR ALTERATIONS ARE NOT AVAILABLE, THE LESSOR HAT 
HB 'nEOTCTl ITC MO A PRICE PROPOSAL FOR THE ALTERATIONS. OroEKSrflLL 
™ S^^T^i. TB«iue»0? A GSA "ORM 276 . SUPPLEMENTAL LEASE AGREEMENT , A 
Ha FOR? 3" IraKR SUPPLIES ^ SERVICES, OR A TENANT AGENCY APPROVED 
™„ W ^"^nSirSNTITLED "GSAR 552.232-71 PROMPT PASKENT (APRIL 1989)- 

X , -osaTsS S 2-S?^oice noosngn '"""^^SBi^S 

ORDERS F03 ALTERATIONS (SEE GSA FORM 3S175 . ALL CHD-.5 ftS- ~JB»n.± -v 4^ 

TERMS AND S3P ITI0N3 OF THIS LEASE. 

._. „„«,»-= m»» «r OfiCSD S? THE CONTRACTING OFFICER, THE GSA BUILDINGS 

ELsSlFfSSm Va^opraau S^eHficallf authorized to do so 

S^W? COmuraO T OFFICER. THE CONTRACTING OFFICER Wtt WWW* SB 

Saiw ir^?AWH ewAfflWCT officials authorized to plac "snffls »sd mil , 

S^IFS 7m ' ^ITATICNS ON TEE AUTHORITY DELEGATED TO 'TENANT AGESCZ I 

omSL,^ tss Shmw «s»ac» officials are NOT AUTHORIZED to deal WITH 

THB LESSCR ON ANT OTHER MATTERS . ! 

(D> PAYMENTS FOR ALTERATIONS ORDERED 37 TENANT AGENCIES WILL BE MADE j 

DIRECTLS 3T TEE AGENCY PLACING THE CRDSR. j 

*HIS SOL-I-A-ON MAI SPECIF? CERTAIN ITEMS FOR TOtt^^-J^" ^OPOSALS 

aH rIouSsD. FCR VALUATION AND SEGOTIATIOK, THE OFFER 5HAL* STATE. 

* ITEMIZED COSTS FOR LUMP SUM PATMENT NOT TO 3E INCLUDED d THE RENTAL 
AND 



-3-.-L 



UNIT COSTS FOR 
ADJUSTMENTS 



3.2 



ALTERATIONS 25,000 OR 
LESS 



RAT! 



A RENTAL RATS WHICH INCLUDES THE COSTS OF THESE ITEMS 



THE OFFStOR MUST PROVIDE COSTS W» »WI»J 
PROPOSAL FORM IN ORDER TO 3E CONSIDERED FOR AW**» 



GSA PUBLIC BDILDINGS SERVICE 
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OPTION IT DEEMS HOST FAVORABLE. 

(A) THE GOVERNMENT SHALL SAT ADDITIONAL RENT FOB ITS SEARS OF INCREASES 
IN REAL ESTATE TAXES OVER TAXES PAID FOR THE CALENDAR TEAS IN WHICH ITS 
LEASE COMMENCES (BASE YEAH) . PAYMENT Hill 3E IN A LUMP SUM AND BECOME DUE 
OH THE FIHST WORKDAY OF THE MOUTH FOLLOWING THE MONTH IS WHICH PAH) TAX 
RECEIPTS FOR THE BASE SEAR AND THE CURRENT SEAR ARE PRESENTED, OR THE 
ANNIVERSARY DATE OP THE LEASE, WHICHEVER 13 LATER. THE GOVERNMENT WILL BE 
RESPONSIBLE FOR PAYMENT ONLY IF TBS RECEIPTS ARE SUBMITTED WITHIN 60 
CALENDAR DAYS OF THE DATS THE TAX PAYMENT IS DUB. J SO FULL TAX 
ASSESSMENT IS MADE SORING THE CALENDAR TEAR SI WHICH THE GOVERNMENT LEASE 
COMMENCES, THE BASE TEAR WH1 BS THE FIRST YEAR OF A FULL ASSESSMENT. 

(B) THE GOVERNMENT'S SHARE OF THE TAX INCREASE WILL BE BASED ON THE RATIO 
OF THE SQUARE FEET OCCUPIED 3Y THE GOVERNMENT TO TK3 TOTAL RENTABL2 SQUARE 
PEST IN THE BUILDING. IF THE GOVERNMENT'S LEASE TERMINATES BEFORE TK3 END 
OF A CALENDAR TSAR, PAYMENT WILL BE BASED ON THE PERCENTAGE OP THE TSAR IN 
WHICH THE GOVERNMENT OCCUPIED SPACE. IKS PAYMENT WELL SOT jNCLTOE 
PENALTIES FOR NON-PAYMENT OR DELAY IN PAYMENT. IF THERE -SAMY W&V&G& 
BETWEEN THE ASSESSED VALUE OP THE GOVERNMENT ' S SPACE AND OTHER SPACE IN 
THE BUILDING, THE GOVERNMENT MAY ADJUST THE 3ASIS FOR DETERMINING ITS 
SHARE OF THE TAX INCREASE. 

(CI "HE GOVERNMENT KAY CONTEST THE TAX ASSESSMENT BY INITIATING LEGAL 
PROCEEDINGS ON BEHALF OF TBS GOVERNMENT AND THE LE3SOR OR THE GOVERNHSNT 
ALONE. IF THE GOVERNMENT IS PRECLUDED FROH TAKING LEGAL ACTION, TOT 
LESSOR SHALL CONTEST THE ASSESSMENT UPON 3SAS0NABLS SWTIC2 3Y THE 
GOVERNMENT. THE GOVERNMENT SHALL REIHBUSSE THE LESSOR FOR ALL COSTS AND 
SHALL EXECUTE ALL DOCUHEjeS SEQUIRED FOR TEE LEGAL PROCEEDINGS. TEE 
LESSOR SHALL AGREE WITH ?S ACCURACY OF THE DOCUMENTS. THE GOVERNMENT 
SHALL RECEIVE ITS SHAHS OT ANY TAX REFUND. ZS THE GOVERNMENT ELECTS TO 
CONTEST TEE TAX ASSESSMENT. PAYMENT OF THE ADJUSTED RENT SEALL 3EC0ME DUE 
ON THE FIRST WORKDAY OF -JHB MONTH FOLLOWING CONCLUSION OF THE APPEAL 
PROCEEDINGS . 



3.4 



TAX ADJUSTMENT GSAR 
SS2. 270-24 (6/SS) 



CD) IN THE EVENT OF ANY rSCREASES IN REAL 35^7" *.«•■ ■ ".' : =?.-5*V- = -£» 
THE TERM OF OCCUPANCY UND3» THE LEASE, THE RENTAL -^^J!"" fJL^SS 
ACCORDINGLY. THE AMOUNT CT «* SUCH REDUCTIONS WILL 3E DETERMINED IN THE 1 
SAME MANNER AS INCREASES IS tSNT PROVIDED UNDER THIS CLAUSE. 

(A) BEGINNING WITH THE SZT=SD YEAR OF ZS3 LEASE AND EACH TSAR AFTER, THE j 
GOVERNMENT SHALL PAY ADJ".-1T5D RENT FOR CHANGES IS COSTS FOR CLEANING 

SERVICES. SUPPLIES, MATER =-J- MAINTSNASC2. TRASH SZMCVAi, _ANDS.-?..:^, . 

WATBrT SEWSE 1 MUKW. HSPT3G, ELECTRICITY, AND CERTAIN ADMINISTRATIVE 
EXPENSES ATTRIBUTABLE TO VSUPANCY . APPLICABLE COSTS LISTED ON GSA FORM 
1217, LESSOR'S ANNUAL COS" STATEMENT, WHEN NEGOTIATED AND AGREED UPON, 
WILL BE USED TO DETERMINE "TE BASS RATS FOR OPERATING COSTS ADJUSTMENT. 

IB) THE AMOUNT OF ADJUSTW* - WILL BE DETERMINED BY MULTIPLYING THE BASE 
RATE BY THE PERCENT OF CHASGZ IN THE COST OF LIVING INDEX. TEE PERCENT 
CHANGE WILL BE COMPUTED 3T IDMPARISG THE INDEX FIGURE PUBLISHES I FOR TKS 
MONTH PRIOR TO TEE LEASE CCMSESCEMENT DATS WITH THE INDEX FIGURE PUBLISHED 
TOR^E?«ONTH WH^H ilGINS 3*3 SUCCESSIVE 12-MONTH PERIOD. FOR EXAMPLE, 
A LEASE WHICH COMMENCES IN -T3E CF I98S WOULD USE THE INDEX fTOLISEHD FOR 
MAY OF 1985 AND THAT FIGURE VGULD 38 COMPARED WITH THE INDEX PUBLISHED FOR 
MY ol l1b6,1£y OT iii7, AND SO ON, TO MXSWXK THE «««««»««■. ™ 
COST OF -IVING INDEX WILL BE MEASURED 3Y THE U.S. DEPARTMENT OF -ABOR 

Svtszd aSsoSa wSs S£ax for wage earners and clerical workers, u.s. j 

CITY AVERAGE. ALL ITEMS FIGURE, (1982-84 = 100 > PUBLISHED BY THE BUREAU OF 
LABOR STATISTICS. 'AYMENT WILL BE MADE WITH TKS MONTHLY INSTALLMENT OF 
£lXED RENT. RENTAL ASKSS9WRS SCS 3B EFFECTIVE ON TEE ANNIVERSARY DATS 
OF^Se^ZASE ^5»KeSt« THE ADJUSTED RENTAL RATE WILL BECOME DUE ON TEE 

firsTkSSday of aSsacom month following ike publication of the cost of 

LIVING INDEX FOR THE MONTE PRIOR TO T53 LEASE COMMENCEMENT DATS. 

(C» -W «3 GOVERNMENT EXERCISES AN OPTION TO EXTEND THE LEASE TERM AT THE 
«ME ZlPs AS *EA"- OF THE ORIGINAL TERM, TEE OPTION PRICE WILL BE 3ASED 
«%B ttJUaHIMI 3UBiNG S T ORIGINAL TERM. ANNUAL ACJBSTMSNTS WILL 
CONTINUE. 

(D) IN THE EVENT OF ANY DECREASES IN THE COST OF -Z^SJ^^JSSii^T" 
DURING THE TERM OF THE OCCUPANCY 7NDER TEE LEASE, THE Rff^,*"^*^ 
BE REDUCED ACCORDINGLY. THE AMOUNT OF SUCH REDUCTIONS! WXL* SB DETERMINED 
IN THE SAME MANNER AS INCREASES IN SENT PROVIDED BSB.SIU3S35 CLAUS! 



3.5 



OPERATING COSTS GSAR 
552.270-23 (6/85) 



IHITIAiS: 
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(8) THE OFFER MUST CLEARLY STATS WHETHER THE RENTAL IS FIRK THROUGHOUT 
THE TERM CF THE LEASE OR IF IT IS SUBJECT TO ANNUAL ADJUSTMENT OF 
OPERATiNG COSTS AS INDICATED ABOVE. IP OPERATING COSTS WILL BE SUBJECT TO 
ADJUSTMENT, TT SHOULD BE SPECIFIED OS BLOCK 19 OF GSA FORM L364, PROPOSAL 
TO LEASE SPACE, CONTAINED ELSEKHERS IN THIS SOLICITATION. 

S??r "Iff l ? !££?« : . S 2F~ MErH0 ° Of MEASUREMENT ?OR THE AREA FOR WHICH GSA 
rfm. PAY A SQUARE FOOT RATE. IT IS DETERMINED AS FOLLOWS: 

H S?J5?JSf J£.®? A SISStE TENANCY FLOOR, COMPUTE THE INSIDE GROSS AREA 
E-fFSSfSLPS?' 1 "■ mSIDS ?IS1SE » m »SSMAHEST EXTERIOR BUILDING 
^L^iJJL'EJ?"? 0P ^ CONVENORS (PIPES OR OTHER WAIL-HUNG FUTURES) 
IF THE CONVECTOR OCCUPIES AT LEAaT 50 PERCENT OF THE LENGTH OF EXTERIOR 

^-^m^^M. fnJL^l T ^ TENANCY FLCCR, MEASURE FROM THE EXTERIOR 
TST?5?L ^^ M AH07H "^ I0 TH2 a00M SIES "»ISH OF THB FIXED CORRItOR 
AH3 SHAFT WAL^S AND/OR THE CENTER OF TENANT-SEPARATING PARTITIONS, 

5LS£^ M ?£i CS2KSS ' :S ' "^ N0 OECUCTIONS FOB COLUMNS AND PROJECTIONS 
ENCLOSING THE STRUCTURAL ELEMENTS OF THE BUILDING AND DEDUCT THE FOLLOWING 
FRCK THB GROSS AREA INCLUDING THEIR ENCIOSOC HAILS: 

TOILETS AND LOUNGES. 

STAIRWELLS, 

JtEVATORS AND ESCALATOR SHAFTS, 

3CILDING EQUIPMENT AND SERVICE AREAS, 

ESeRANCE AND SjEVASJR LOBBIES, 

STAC KS AND SHAFTS, AND 

=3aiDORS IN place or required bi local c ESS AND ordinances. 



UKESS OTHERWISE NOTED, ALL REFERENCES IN T-IS SOLICITATION TO SQUARE FEET 
S5RLL MEAN NET USABLE SQUARE FEET. 

1 3 R IGHT TO USE APPURTENANT AREAS ASD FACILITIES IS INCLUDED, THE 
GOVERNMENT RESERVES THE RIGHT TO POST GCTERNKENT RULES AND REGUlAT'CNS 
WHERE THE GOVERNMENT LEASES SPACE. 

AP3«*aiMATELY TBD SQUARE .FEET OF THE SPACE ."S .«BAGHA?H SO. 1 WH.L BE USED i 
F» THE OPERATION OF A TENDING FACILITY _2S) SI THE BLIND UNDER THE j 
P9C7ISIONS OF THE RANDOLPH-SKSPPARD ACT f = USC 107 ET . S2Q . ) . GSA WILL 
COTROL THE NUM3SR. XIND, AND LOCATIONS ^ TENDING FACILITIES AND Will • 
COTSOL AND RECEIVE INCOME FRCM ALL AOT-»*XIC TENDING MACHINES THE '■ 
L2SCR IS REQUIRED TO PROVIDE NECESSARY "^TIES AND TO MAK'* RrLA' n ED 
ALTERATIONS. THE COST OF THE IMPROVEMENTS .ILL 3E NEGOTIATED AND PAYMENT ' 
w — t BE MADE 3Y THE GOVERNMENT EITHER O* A LUMP-SUM BASIS OR A RENTAL 
UL-REASE. 



3.S NET USABLE SPACE 



C5» SILL ASSURE THAT THE FACILITATES) 
FACIXITI3S HAVING EXCLUSIVE RIGHTS IN THE 
GSA IF SUCH RIGHTS EXIST. 



JCES NOT COMPETE WITH OTHER 
SCZZDING, OFFERORS MUST ADVISE 



IF THE GOVERNMENT FAILS TO OCCUPY ANY POR=N OF THE LEASED PREMISES OR 
VAC=T3S 'HE PREMISES IN WHOLE OR IS PART — -J TO EXPIRATION OF THE "IRM 
TEBi OF TEE LEASE, THE RENTAL RATE SHALL 3E EDUCED AS FOLLOWS; 



3.7 APPURTENANT AREAS 



3.8 VENDING FACILITIES 



THE RATE SHALL BE R2DUC2D 3Y THAT PORTION CF THE COSTS PER SQUARE FOOT OF i 
OPERATING EXPENSES SOT REQUIRED tO MAINTAIN TEE SPACE. SAID REDUCTION 
SHALL OCCUR AFTER THE GOVERNMENT GIVES 30 DAYS PRIOR NOTICE TO THB LESSOR, 
AND SHALL CONTINUE IN EFFECT UNTIL THE GOVERNMENT OCCUPIES THE PREMISES OR 
THE LEASE EXPIRES OR 13 TERMINATED, 



i*> AT THE TIKE OF SUBMISSION OF OFFERS, OFFERORS SHALL SUBMIT TO -"HE ! 
CONTRACTING 0FFIC3R. r " s££ j 

(1) SATISFACTORY EVIDENCE OF AT LEAST A lONDTTIOMAL COMMITMENT OF FUNDS 
IN AN AMOUNT NECESSARY TO PREPARE THE 5P%=E. SUCH COMMITMENTS MUST BE 
SIGNED 3Y AN AUTHORIZED BASK OFFICER AND AT A MINIMUM MUST STATE: AMOUNT 
OF uOAN; TERM IN YEARS: ANNUAL PERCENTAGE RATE; LENGTH OF LOAN COMMITMENT. 

(2) THE NAME OF THE PROPOSED CONSTRUCTION CONTRACTOR, AS WELL AS EVIDENCE 
OF HIS EXPERIENCE, ICMPETSNCT, AND PERFORMANCE CAPABILITIES WI-H 
CONSTRUCTION SIMILAR IN SCOPE TO THAT WHICH IS REQUIRED HES3TN, 



L 



(3) THE LICENSE OR CERTIFICATION OF TEE INDI72!WAL<, 
PROVIDING ARCHITECTURAL AND ENGINEERING DESIGN SSffVIl 

INITIALS: 




AND/OR FIRM(S), 
TO PRACTICE IN 



ISOR GOVERNMENT 



3.9 



ADJ. FOR VACANT PREMISES 
CSAR 352.270-25 



3.10 EVIDENCE OF CAPABILITY 
TO PERFORM 
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THE STATS WHERE THE FACILITY IS LOCATED. 

(4) COMPLIANCE SITS LOCAL ZONING LAWS OR EVIDENCE OF VARIANCES, IF AST, 
APPROVED Bit THE PROPER LOCAL AUTHORITY. 

(5) EVIDENCE OF OWNERSHIP OR CONTROL OF SITE. 
(B) AFTER AWARD'. 

WITHIN IS DATS AFTER AWARD, THE SUCCESSFUL OFFEROR/LESSOR SHALL PROVIDE TO 
TBS CONTRACTING OFFICER EVIDENCE OF: 

(1) A FISM COMMITMENT OF FUNDS IN AS AMOUNT SUFFICIENT TO PERFORM THE 
WORK. 

<2) AWARD OF A C OWrTR gCTION CONTRACT WITH A FIRM COMPLETION DATE. 

(3) ISSUANCE OF A BUILDING PERMIT COVERING CONSTRUCTION OF THE 
IMPROVEMENTS. 

WITHIN IS DATS AFTSa AWARD OF THE LEASE CONTRACT, THE SUCCESSFUL. OFFE ROR 
SHALL SUBMIT TO THE IONTRACTIHG OFFICER A TENTATIVE CONSTRUCTION SCHEDULE 
GIVING THE DATES OB WHICH THS VARIOUS PHASES OF CONSTRUCTION WILL BE 
COMPLETED TO COHCS=S WITH THE GOVERNMENT'S REQUIRED OCC UPANC Y DATE (SEE 
PARAGRAPH 3NTITLED "OCCUPANCY DATS" ). THE FINALIZED SCHETtlE IS SO BE 
SUBMITTED NO LATER T*AN 30 DAIS AFTER AWARD. 

1 
THE SCHEDULE IS TO INCLUDE TIMING FOR COMPLETION OF DESIGN AND 
CONSTRUCTION MILESTSMS, INCLUDING 3UT NOT LIMITED TO, (1) EJ3HTTTAL OF 
PRELIMINARY PLANS WO SPECIFICATIONS, (2) SUBMITTAL OF rSHSS. WORK tNG 
DRAWINGS, (3) ISSUWSCS OP A BUILDING PERMIT, (4) COMPLETES CONSTRUCTION 
DOCUMENTS, (5) STMT OF CONSTRUCTION, (6) COMPLETION 3F PRINCIPAL 
CATEGORIES OF WORK. (7) PHASED COMPLETION, AND AVAILABILITY ?OR OCCUPASCT 
OF EACH PORTION CT THE GOVERNMENT SPACE (BY FLOOR, BLCCX, OR OTHER 
APPROPRIATE CAIEGOHI), AND (8) FINAL CONSTRUCTION CCMPLETIO&- 

AFTER START OF CONSTSECTION , THE SUCCESSFUL • CFFSRCR 3KALL =3KT TO THE 
CONTRACTING OFFICES- *ITTEN PROCR5S3 REPORTS AT INTERVALS * 10 DAIS. 
THE REPORT SHALL ISCLODE INFORMATICS AS TO PWCESPTAGE X SSL^m 
COMPLETED BY PHASE *HD TRADE, A STATEMENT AS TO EXPECTED TRIPLET -ON AND 
OCCUPANCY DATS, SWAGES INTRODUCED INTO THE WORK, SND GENES-i REMARKS ON 
SUCH ITEMS AS MATERIAL SHORTAGES, STRIKES, WEATHER. STI. 

(A) CONSTRUCTION INSPECTIONS SILL 3E MADE PERIODICAL!! 3Y T-3 CONTRACTING 
OFFICER AND/OR DESIGNATED TECHNICAL REPRESENTATIVES TO REV EM COMPLIANCE 
WITH THE SOLICITATION REQUIREMENTS AND THS FINAL WORKING DR*-=»GS. 

(B) PERIODIC R SVia t S , TESTS, AND INSPECTIONS St THE GOVSRNWWT ARE HCT_IO 
BE INTERPRETED AS RESULTING IN ANY APPROVAL OF TEE LESSC2 - 3 APPARENT 
PROGRESS TOWARD MEETING THE GOVERNMENT ' 5 OBJECTIVES, BUT ARE INTENDED TO 
DISCOVER ANY INFORMATION WHICH THS CONTRACTING- OFFICER MAI BE *3LE TO CALL 
TO THE LESSOR'S ATTENTION TO PREVENT COSTLY MISDIRECTION OF EFFORT. THE 
LESSOR WILL RSMAIH ICMPLETSLI RESPONSIBLE FOR DESIGNING, =XSTRUCTING. 
OPERATING, AND MATsEAINING THE 3UILDING IN FULL ACCORDASCS WITH THE 
REQUIREMENTS OF THIS SOLICITATION. 



3.11 CONSTRUCTION SCHEDULE 



3.12 PROGRESS REPORTS 



3.13 CONSTRUCTION INSPECTIONS 



tNITIAZS: 




LESSOR GOVERNMENT 



GSA PUBLIC BUILDINGS SERVICE 



PAGE 9 OF 3S 



| [ ' April 



22, 1991 



SOURCE SOKTION INFORMATION 
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SOLICITATION FOR OFFERS 




the space ocm> should be located "^S-^S^wESS cf *oS 

55h FACADE OP STOKE, MBI, SE«5^SSrJUBa^W TOE MNTRACTING 
PERMANENT MATERIALS IS GOOD CONDITION K^ 1 ™* HS SURROUNDINGS. 
q^CER. SHE BUILDING ™^™J^*ls^jM|ua AND AESTHETICALLY 
OVEKAU. THE BUILDING SHOULD m^j^K sSSaSCE WAT. THE 
PLEASING ^ Eft 5^„ : ™^^J?r e ^SflI^OWOR C1ASS AREAS CONSISTENT 

building ssouu n« b^ mrawjrag* ^ »proprjatb for 

WITH THE STRUCTURAL ^^"j^J^-"^^-,- AND WIHCOS CASING ARE TO 
IHTENDED USE. «■ "g^-SSSSSS 00 * 8 !* MB W ANEW OR MODERN OFFICE 
BB CLEAN AMD J»S0ODCCM3CTI0N. ** *f J^agtHtt HAS UNDERGONE, 

CONTRACTING OFFICER (TOST SB SU5M.I=5 AS PART OF -HS ««*». 

« t WOtt IN PERFORMANCE OF THIS «^HU*TSf *«« «"» """M °* 

IffiCHAHICS AND 8E ACCEPTABLE TO THE C3NTRACTING OFFICER. 

WHBKEVER REQUEST, THE *^»«™g««l ."^hTwiSi* 

OP THIS LEASE. 

THE DESIGN OF THE SPACE OFFERED HUS" BE CONDUCE TO EFFICIENT LAYOUT AND 

GOOD UTILIZATION. , 

__„ ^/-^, m *Mi«w mre-sTt^rn INCH AS-BTIILT MYLAR 
1RSBXS 30 DAIS AFTER „«"»""• "" TjSSJ 0HDTO IBASE AS WELL AS 
£5S^K£?V3£ ^^B^^TO THE CONTRACTING 
OFFICER. 

all ffijoaw floor aw«wg ff ™SS iSt «"«££ 

aCCEPTA3L3 TO THE CONTRACTING OCTICS. ^j^™^ CAPACITY Of 5C 

Saw. w»«a areas ^^f^f ^"^h rS «6~.u." 

BOUNDS PER SQUARE FOOT PIUS " »^* 'JSL 'liT* LOAD :CAPACHI Of _:o 
PARTITIONS. STORAGE AREAS 5HA» HA^t* ^^» "'^-^^^ mlKn 
£SkDS PER SQUARE ^^ . -jfgggS- A^fo COST TO THE GOVERNMENT , BY 

S*£gS£^ IwaSSS aoiSt^SS' » ^. calculations and 

STRUCTURAL DRAWINGS MAT ALSO BE REQCI3ED. 

ALL EXITS, STAIRS, CORRIDORS , AISLE ^^^UU^S^ THA^TEER* 
THE GOVERNMENT SHALL COMPLY WITH '^"^^qm EVERI 'FLOOR. THE MINIMUM 
BUST BE AT LEAST 2 SEPARATE «S»»»g*gg %ft £wUB«dSx* OR MEANS OF 
WIDTH OF AWT CORRIDOR ORFASSAGCTAY SERVING «/ s |g u TaM , 44 mCHES CLEAR 
TRAVEL TO OR FSOB A^ aEQUTRED^SXn; « « -»J^ t§f • £g H0S1! REMOTE EXITS 
WIDTH. SCISSOR STAIRS ONLY COUNT «S ONE ■«£;, -^r" - AT least 2/3 THE 
ON! aCH FLOOR MUST 3E SEPARATED 3Y A ^STANCE JP^^Smbi! LENGTH OF 
LOHGRECTAMGOLAR DIMENSION OF 7SB «"fCR, ~~ ~- TmT VESTIBULES 
DEAD-END CORRIDORS AND CW'®" 8 ^ grls E W KEREV E R WEATHER 
SHALL 3E PROVIDED AT ^"■ESF'SSmM K* CONSIDERATION. IN ™E 
K T C^ S i^^RElfarSo^IONS;°^OVI S IONS SHALL BE MADE FOR 
EQUALIZING AIR PRESSURE. 

OFFICE SPACE MUST KATE WINDOWS IN EACH Z*TERICR BAY UNLESS WAIVED BY THE 
CONTRACTING OFFICER. 

ALL WINDOWS SHALL BE «£»££ . ^™^ 'So&STSS SS 

tOCKS. OFF-STREET, ™™ ™ "Si^ ™ CMH OPENED SHALL BE 
ESCAPES. ADJACENT ROOFS. AND OTHER STRvCTCR-^ %££J£? <£ f^og 12ADISG TO 
TO-E3 WITH A STURDY -C«»G DEVICE. W=^^"^?kS>bSi WITHIN THE 
FIRE ESCAPES SHALL BE PiLA^^S^f'oR sSoRt! WINDOWS EXTENDING 18 
BUILDING WITHOUT ANY S9K-A1 ^ttBMB -R : EK obi^ B g^^ aE 

SBSJWl ^Y^-^^ A S^0l «5 APFROXIMATELT 3 FEET 

ABOVE FLOOR LEVEL. 

(A) PARSES AND LOADTSG IQNES . 

IF PARKING IS PROVIDED FOR .»«£«« °* S 'J££S* S nTxHS^M SIM »»SS) 
« icCEilll^y^cTo^AN^CEli^-^^O ^H 

THE FOLLOWIKG TABLE: 



QUALITY S APPEAR. OF 
BUILDING EXTERIOR 



4.2 TOSS PERFORMANCE 



4.3 BUILDING SYSTEMS 
CERTIFICATION 



.4 SFACB EFFICIENCY 



4-S 



FLOOR PLANS AFTER 
OCCUPANCY 



1 «.6 FLOOHS AND FLOOR LOAD 
li 



EXITS * ACCESS 



u.a WINDOWS 



. 3 HANDICAFPED 

ACCESSIBILITY (A-C) 



gsa public soildikgs service 




EL 



l& 
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SECTION 

GENERAL ABSSXISCSORAIi 



TOTAL SPACES 
IH LOT(S1 

1 - 25 

26 - 50 

SX - 75 

7« - 100 

101 - 150 

1S1 - 200 

201 - aoa 

301 - 400 
401 - 500 
501 - 1000 
OVER 1000 



KIHIMM SUH3ER 
OF ACCESSIBLE SSACSS 

1 

2 
3 
4 
S 

s 

7 

a 

9 

2 PERCENT OF TOTAL 

20 plus i for s*ca 

100 OVER 100C 



ACCESSIBLE SPACES SHALL 38 AT LEAST 8 ^,^^45-^™ ACCKS 
BALK BZRXHD PARSED CASS. WHERE PASSENGER LOADING 2CSSS EXIST, AB «|C5S5 

VEHICLE PARKED IN THE SPACE. 
(B) ROUTE: ' 

fl) At «MB 0H2 ACCESSIBLE ROOTS' HAVING NO STEPS^ABROPT CHA2WSS IK 

HEASORISG A HJKlMJrt 0? 80 3CHSS BY 3 INCHES. 

t 2> floor aufflajMffl SHALL e^ a^^^iI^iw^JxnBi' 

RESISTANT. CHANGES ZN t,EmJS TO, l74 -HOT &« *1L7^ "j TlHCH SHALL EE 
WVE *HEA""ffiNT. 1ZVEL CHANGES SETKSES *./* -NCH A» "'jL.ji~;. TZT mru 

TRAVEL. 

Sum? "Sb iSmi^G OBJECTS SHALL BW» i 1 ™ «™ ^^ 
ACCESSIBLE ROOTS OR MANEUVSRISG SPACE. » SS™"^SS. * H«S 

mminw IN ACHSSIBLE ROOTS IS REDOCSD TO LoSS THA W — .U K-a-^ <» a*m»i=» 

ARE EXCEPTED AND NEED NOT 3E ACCESSIBLE. 
{C) gHTRAMCE AND EGRESS; 

APPL2 TO SGRSSS. 

INITIALS t 




LESSOR GOVERNMENT 



GSA PCBLIC SUILDIMGS SERVICE 



PAGS UL OF 35 



' f April 22. 



1991 



SOURCE SELECTION INFORMATION 
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SECTION 

GHNERAL ARCHITECTURAL 



ID) RAMPS: 

m PART OF M »«H » W"j™i^^^J^?-£K 

20 FEET SHALL BE CONSIDERED A RAMP . WHERE ™^»w« v~ s 
SVBA NOH-SLIP SURFACE WITH A SLOPS ««»*» ™» t^HLEVEL LANDINGS 
W. RAMPS MUST SAVE A «^ «« "S."^ S MM LEAS! 5 
«C THE TOP AND BOTTOM OF BACH HAW MB, . OI ^? "Sr^oiS. THE HftttMOM 

Sb in "«« "" *"."5 Jo 3 ^Hlf SsMM for torni^ 

EISB FOR AHT RON SHALL BE 30 ^rap---""**^^ HANDRAILS C0MBLT3»G 
HAKPS SHALL MEASURE A MINIMUM C? 5 FEET HS a FEET- r» jSasXkW WITH A 
^•HAHDRAILS" SHALL BE ™™j™°» ^g S ^ SdHHBU HIVE 
VERTICAL RISE &*»£**?**' I £2?a' «jSSSsS 08 PROJECTING SURFACES. 

anft *"ssS3&>S sHSLrssi 3.-? 

MAXIMUM LENGTH O? A CURB RAMP SHAL* S3 6 ^ a WI ™ T ^^IVS IS FEASIBL3, 
EXCLUSIVE OP FLARED SIDES. J «0 °««R q| a^M? OR ELEVATOR- 
ACCESSI3LS PLATFORM OTW"*^ £iEARANCSS , SHALL COMPLY WIS 

EXIT. 

(E) STAIRS : 

"STAIRS" AMD "HANDRAILS". 

„, ALL STEPS ON A ««•'£»■ |« SSVEEf JR J5SSS" 
S^L^LC^ S*&J5?«ra « SS£ S» HAVE AH AN=E 

SFSS LESS THAU SO DEGREES FROM THE HORIZONTAL- 



4.10 HANDICAPPED 

ACCESS I3ILITS (D-F) 




(F) HANDRAILS! 

HANDRAILS SHALL BE PROVIDED OK -»™ v "./3gfi l > ££ift«. ST™ 

SHALL BE WaWW^iS^^^TMBai RI3ER. AT THE 
AND 12 INCHES PL'JS THE WIDTH OE ONE .READ -^^ -~* _„ j-qch.. AT T3E 
TOT, THE 12 INCH EXTENSION SHALL 38 (fflLSB *™ Jg^» ONE TREAD 
bStOH. THE. HANDRAIL SHALL J »KT^UET0 ,«*"«*,* -Ssg^Sw HORIZONTAL 
WIDTH FROM THE BOTTOM KSa »ITS_ TH? ^?£J™g-g SWHCHBACS, CSGSK 
AND PARALLEL WITH THE FLOOR. «« ^™| ^lANDRAIIS SHALL NOT PRESENT A 
STAIRS OH RAMPS 3EALI ALWAYS |E C pNTIN00O|^ATORA^S ^Ul, ^^ 

HAZARD AND SHALL BE ERHSft «KB»n ■* JrSKmHS (£»» BE FREE OF AN! 
MAIL, OR POST. »L HWJK18 ^*^^siWBM»S5»8 AND THE WALL 
SHARP OR ABRASIVE ELEMENTS .O. EAR "^.ff'aSJj, 3B UNINTERRUPTED AXS 
SHALL 3E l-i/2 INCHES. =5!^ J^*§M *»I*H. THE DIAMETER 3 

MOUNTED BETWEEN 30 AND M w ^9^ S n - M ° V =^ R \i L SHALL BE L-L/4 INCHES TO 
S3 &S! STSfUra^ 'SWlS'-WnSU GRIPPE SURFACE. 
HANDRA^HALi HcTrOTATE SITHIN THEIR FITTINGS - 

(G) DOORS i 

tlj AT LEAST OKB ACCESSIBLE ■*» °{ «ggg? "g £%» "ESSES 

HNTRANCE, SPACE, ROUTS. ■»»«. ~^ ^"Sm ^EANS OF PASSAGE ALONG AH . 
S^S^^^^^ & SPECIFICATIONS FOR-. 
EOOSS ^ 

< 21 DOORWATS SHALL Ml ) ™««» S ■" *" ^SStVT^S ' 

DOOR OPEN 90 =eflREES, UNLESS 1«» =^ WRHRCI OPERATED 
-•JOCTSCSOUkt FINISHES/- . ^ . =g°"^ l 'SSviM A MINIMOH CLEAR OPENIHG 
DOOR LEAVES, THEK 1AT -EAST ONE -£»*£* - ; ;|£r PASSAGE, SUCH AS SHALLOW 
OF 32 INCHES. 'WjW'^f™™'^,'; ISCHSS. 3CORS IN A SERIES 

s^s 8 - as^ssiEeryjPSfe^w- space. 



4.11 HAHDICA?PSD 

ACCESSI3ILIT? (G-I) 
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SECTION Mmmai .. 



- {„.»» THRESHOLDS M £■* ««■ ^fcET^ S S|« 

gs-nffsa fS&SsSi? mail 

SHALL HAVE TEXTURED MARHINC HAlffiLriS OR ^J™*" JJ ADJUSTED SO THAT fM " SS 
MHNMXC CLOSER, THEN THE BOW "g^L^BUB *»^SSs 3 SECONDS TO HWW 
CMHMSnXOH OP 70 ■»«,»«« "nMDOCM SttL SAVE rHEMDHMOH 
«i » BOTST 3 ISCHE9 PROS THE uATCH. ■J~ £ .r:rJf OT - A «TVB AUTHORrTT. Alt 

ttSSSZ^v^™**™*" SHaL1 C0MPL? WITB ""* 

156.10-1979. .™,™,-w rm 

.„ CLEAVES SHALL BE PROVIDED At «"£"« "« *« MM,M,C 
^aSS^Sd «S* <™* LI AS REQUIRED BELOW. 



^■n»G door m »«bwsr:sc csaABjmcss.i 



m where ths *m»an« % m^«»S »o"T^ 

ant sveeMD A MXNIMUH OP 5 PEES ?MK THE S"™ 5 J"i ^ ^^ ueTCH SIDE 

££ ^3P£™ «■«» $£?£££'&£? ^«m« or i poot 

<PtJSH SIDE). _ ^_ ^^ ^___ ^j, 

(III) WHERE THE APPROACH =S PMK TJ3 LftTC_ ■-■ ^ ^ THi S**»j 

lis? THE LATCH SIDE (PUSH AKO P'JLL >«■")• 

(W WHERE AUTOMATIC DOOR MW *» ^« s » W^Ifl 

ssi Ssjwre ■sraraw? srs£** - * -«- « 

APPROACH. 

,^ TM . „m POLDER pnOH MINUTE TUB CLEARANCES: - ^ .^^ 

- „', «KERE .HE APPROACH »«*g« .JlJSSFEPSES 

SHALL BWESD A MIOTKDM OM«B «* » FAC ~ ™ 
AT LEAST AS HIDE AS THE DOO». 

tII > «HERE THE M** » «Sf "W MM" 5 

OP THE DOOH ABD 4 S «/2 Z™ 5 -« UB „, 

OP THE DOOR AND 1 PEST PROM THE lATts. 

<H) LEVATORS : .j».?-oHAL 

OHE *CESSI3LE PASSENGER B«W* "™« ^.cSSS^O oT^AS, 
SmDMdTHSiSUB HMOjJOOT 4ANSI ^•-^^^LMULTISTORI 30ILDIMS 

SS^SS^Sra 5 SS .gSSFfc™™- BELOW. 



(I) TBLggBOSBSl 



^ PL0OR AND AT 
'IDE ACCESSIBLE 





GSA PUBLIC aOILDIKC-S SSRVICE 
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SECTION 

GBNBRMt ARCHITELTUkAI. 



ACCESSIBLE. 

<J) CONTROLS: 

ACCESSIBLE CONTROLS «*> «««» ««52..*^ ^SSa hSSSSS" 
SPACES. ALONG ACCESSIBLE BOOTES . OR AS l»»f« ^* CC ^ S ^T! 30WM 

S^icLn ^oasSsSs cmssSS mu as between is i™,*»" s"™ 

NO GREATER THAN 5 FOOT-POUNDS. 

STANDARD WALL-MOUNTED ELECTRICAL AND COMKDNICATIONS SYSTEM OUTLETS SHALL 

BE AT LEAST 15 INCHES ABOVE THE FLOOR. 

R»R C» CMWOI EXCES3 48 INCHES FROM THE FLOOR. 
M SIGNAGES 
SYMBOL OF MCSSSMxT| ATO S^t^TCY ..SH .« -^ bjcrssoCKD AND 

ggfii ffisrs^sSTS? s^sgsu. W™?™j"^j?% 

AMOVED LOCATIONS ADJACENT TO OFFICE SSKSASCSS. 

(L) ALARMS; . 

TO HAVE THE FOLLOWING! 

fHCMronmi MJDIBIE AND VISIBLE ALARM DEVICES IN ACCORDAKCZ WITH THE 

K^kSEcS ASSOCIATION <SFPA, STANDARD NO. 72G 

OR 
(NONCODED, AODIBLE « -W™ «*«, SgS^^gS^wES 

ASSIST ff 52^^&^^™«™j^f»2S: 

S^2£5 SSSStSS^ S'SS^.'S'SE alarm devices shall 

BE IN ACCORDANCE WITH NFPA 72G. 

(M) DRINKING rOUNTAINSt 

THE LESSOR SHALL PROVIDE A >»« « S^^f"? iSSKS" 
EVERY 150 -SET OF TRAVEL 3IS^T^2 ON SACH--OOR OT M-JT^- 
JWMQXXMU&.7 =0 PERCENT OR AT LEAST -J*™™ j&MOM . MSSMISM 
FO0WT&BIS ON EACH FLOOR *GST 33 '^'^t^B^W^fflBSotS *HICH ARE 

FROST-MOnNTE IM ■ » 2IGSSI L THAK ' *»=» •f'^^J k5»A TRAJECTORY 



4.12 HANDICAPPED 

ACCESSIBILITY (J-M) 



INITIALS!. 
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SECTION 

SBMEEftl ABCBXTECTtSRAL 



A «HESLCHAia. 

(H) STORAGE FACILITIES: 

FLOOR. 

(0) A SSEMBLY AREAS: 

IS PLACES OF ASSEHBLT ARE PROVIDED X* ACCESSIBLE AREAS, THE* SHALL C0NKX 

^cEraS^*"' BOMBER OF RECUIRED 

WaS&rUB* WHEELCHAIR LOCATIONS 



4.13 HASDICAPPED 

accessibility (N-p) 



* TEAS 50 

50-75 

75 - 100 

id - 150 

IS. - 200 

1C1 - 300 

-31 - 400 

-01 - 300 

Jl - 1000 

» 1000 



1 

3 

1 

5 

6 

7 

3 

9 

2* OF TOTAL 

20+1 FOR BACH 

100 OVER 1000 



SEATING «ALL BE PROVIDED. 
(P) SEAT •= MP VORK yjRFACESi 

sjsr a i ss b i % s s^*f E s«^ s «S 

■*55LJ&«: *JSt ^f%fl AjCHES iHtiMW fHOM TEE FLOOR. ESSE SPACES 

IS C iI ^a« if'nSwlriEL -30 Ss wide. Am, una =EEP. 

„. ra ^-,-- wi— en 9M5HS SMALL "2 OS ACCESSIBLE BOOTES, HAVE ACCE9SIBLS 

^LtOWINC FEACTRES AND CLEARANCES SHALL 3E PROVIDED IN EACH ACCESSIBLE. 
TOILET RCCMt 

ij?wasas,rs&« & ass smutjtsb 

O? SS INCHES MINIMUM AND 66 INCHES HAXIMUH. 

. A STALL SHALL HAVE A CLEAR FLOOR AREA MITH ^ S ""L *?™ S DeH 
IHCHES CTE AW 56 ^iCHES DEEP FOR WALL MOUHTED CLOSETS OR 59 INCHES DEE? 
FOR FLOOR MOUNTED CLOSETS. 

. A STALL DOOR SHALL 3E LOCATED IN THE CORNER OPPOSITE THE TOILET ASD 
sha£ E? swing oveTthe STALL - S MINIMUM CLEAR FLOOR AREA. j 

♦ i«ffi «» C«1TER OF THE TOILET SEA! SHALL BE LOCATED 17 TO IS IJCHES 
ABOVE^ES 'LOOTED 13 IKCEES FROM A SIDE STALL WALL. SEATS SHALL NOT 3E 
SSRUSG*TO RETURN TO A LIFTED POSITION. 

. -WO 37UHDI GRAB BARS WTTH A MISTMUK ™3" « *T± /4 " F^~££«5'5m[ 



4.14 handicapped 

accessibility «» 



INITIALS: 
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SECTIC-.l 

gbhbral man itkctur&l 



ADJACENT TO THE TOILET. TK3 SECOND 2AR SHALL BEGIN AT A MAXIMUM Of 12 
INCHES FROM THE CORNER ADJACENT TO THE TOILET AND RON TO A POINT AT LEAST 
54 INCHES FROM THB REAR WALL. BARS SHALL Sfc UNOBSTRUCTED AND FREE OF 
SHARP OR ABRASIVE EDGES. 

* TOILET PAPER DISPENSERS 2KVING AN UNRESTRICTED PAPER FLOW SHALL BE 
LOCATED WITHIN REACH AND AT LEAST 19 INCHES ABOVE TEE FLOOR. 

* PLUSH CONTROLS SHALL BE AUTOMATIC OR HAND OPERATED AND MOUNTED ON THE 
HIDE SIDE OF TOILET ARSAS NO HOSE THAN 44 INCHES A30VS THE FLOOR. 

IN INSTANCES OF INITIAL ALTERATIONS WORK WHERE PROVISIONS FOR A STANDARD 
ACCESSIBLE STALL ARE STRUCTURALLY IMPRACTICABLE OR WHERE PIUMEING CODE 
REQUIREMENTS PREVENT COMBINING EXISTING STALLS TO PROVIDE SPACE, AN 
ALTERNATE STALL MAT 3E PROVIDED. ALTERNATE STALLS SHALL HAVE THE 
FOLLOWING MINIMUM SOBST ZTtSS FEATURES AND CLEARANCES) 

* A CLEAR FLOOR AREA SHALL HAVE DIMENSIONS AT LEAST 36 INCHES WIDE AND 66 
INCHES DEEP FOR WALL MOUNTED CLOSETS OR 69 INCHES DEEP FOR FLOOR MOUNTED 
CLOSETS. BARS SHALL BE MOUNTED ON EACH SIDE, 8EGIN AT A MAXIMUM OF 12 
INCHES FROM THE REAR WALL, ANO RUN TO A POINT AT LEAST 54 INCHES FROM THE 
REAR WALL. 

- OR - 

* A CLEAR FLOOR AREA SHALL HAVE DIMENSIONS AT LEAST 48 INCHES WIDE AND 66 
INCHES DEEP FOR WALL MOCNT33 CLOSETS OR 69 INCHES DEE? FOR FLOOR MOUNTED 
CLOSETS. ONE BAR SHALL 32 AT LEAST 3 FEET LONG. RUN ABOVE THE TOILET, AND 
BEGIN AT A MAXIMUM OF S ' KSSS FROM TEE CORNER ADJACENT TO THE TOILET. 
THE SECOND BAR SHALL 3EC=f AT A MAXIMUM OF 12 INCHES FROM THE CORNER 
ADJACENT TO THE TOILET ANT RUN TO A POINT AT LEAST S4 INCHES FROM THE REAR 
WALL. 



MAXIMUM OF 17 INCHES 
OPERAT2D FLUSH CONTROLS SC «C*S THAN 44 INCHES ASOVS THE FLOOR, AND SHALL 
HAVE A CLEAR FLOOR SPACS -J INCHES 3T 48 INCHES FOR FORWARD APPROACH. 
PRIVACY SHIELDS THAT BO NC CHENS' BEYOND THE FRONT EDGE OF THE URINAL RIM 
MAT BE PROVIDED WITH 29 EX2SS 2LEARANC! BETWEEN THEM. 

WHERE LAVATORIES, MIRROR- CONTROLS, 5ISPEHSERS, SECEFTACLES , :* OTHER 
EQUIPMENT IS PROVIDED, AT iAST 3N5 OF SACK SHALL 3S WCSSSIBLl TO Thr. 
HANDICAPPED. ACCESSIBLE *43R0R3 SHALL 3S MOUNTED WITH THE 3OTT0M ELSE OF 
THE REFLECTING SURFACE O HIGHER THAN 40 INCHES FROM THE FLOOR. 
ACCESSIBLE LAVATORIES SHA— 3S MOUNTED WITH THE SIM OR COUNTER SURFACE NO 
HIGHER THAN 34 INCHES AW THE LOWER. FRONT .EDGE AS LEAST 29 ABOVE THE 
FINISHED PLOOa. ACC2SS:~Z LAVATORIES SHALL HAVE A 5SEE CLEARANCE AT 
LEAST 3 INCHES DEEP AND 27 TTCKES HIGH, A TOE CLEARANCE AT LEAST 9 INCHES 
HIGH, AND A CLEAR FORWARD APPROACH AT LEAST 30 INCHES WISE AND 48 INCHES 
DEEP WHICH EXTENDS 17 TO 13 INCHES UNDERNEATH THB LAVATORY. ACCESSIBLE 
LAVATORISS SHALL HAVE ACCESSIBLE FAUCET CONTROLS. SELF-CLOSING FAUCET 
VALVES MUST REMAIN OPEN AT LEAST 10 SECONDS. IN THE AREA 3ENSATH ALL 
LAVATORIES, THERE SHALL IT «3 SHARP OR ABRASIVE SURFACES. HOT WATER AND 
DRAIN PIPES SHALL 3E INSZZATED OR COVERED AND PROTRUDE NO MCRB THAN 6 
INCHES FROM THE WALL. 

WHER3 TOPOGRAPHICAL CONDITIONS PERMIT, THE SITE SHALL BE LANDSCAPED WITH 
TREES AND SHRUBBERS, THE CONTRACTING OFFICER SHALL APPROVE THE 
LANDSCAPING TO SE PROVIDED. 



INITIALS 




4.15 LANDSCAPING 
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SECTION 

ARCBTEKCTUSAl FINISHES 



ALL REQUIRED FINISH SELECTION SAMPLES MUST 83 PROVIDED WITHIN 13 DAYS OF 
THE REQUEST FOR SOCK BY THE CONTRACTING OFFICER. GSA SEALL DELIVER LAYOUT 
DRAWINGS AMD NECESSARY FINISH SELECTIONS TO THE LESSOR WITHIN 30 DAYS 
AFTER AWARD OR AFTER RECEIPT OF PLANS AND SAMPLES. WHICHEVER 15 LATER. 

CEILINGS MUST BE AT LEAST 8*0* AND NO MORE THA3T U'0" CLEAR F90K FLOOR TO 
TBS LOWEST OBSTRUCTION. WITH THE EXCEPTION OP SERVICE AREAS. THEY MUST 
SATS ACOUSTICAL TREATMENT ACCEPTABLE TO THE CONTRACTING OFFICER. A 
FLAMESP&EAD OF 25 OR LESS. AND A SHOES DEVELOPMENT RATING OF SO OR LESS 
(ASTK E-84J. PROTRUSIONS OF FIXTURES INTO TRAFFIC WAYS SHALL SB AVOIDED. 

X* B UILDINGS PROTECTED THROUGHOUT B7 A SPRINKLER SYSTEM MEETING THE 
GOVERNHENT ' S APPROVAL , CEILINGS AND INTERIOR FINISHES IN AREAS SOT PART OF 
T33 NORMAL EXIT HA? HAVE FLAMESPREAD AND SHORE DEVELOPMENT LIMITS OF 200, 
SI LIEU OF 25 FOR THE FLAMESPREAD AND 50 FOR SHOES DEVELOPMENT ;A3TH 
B-M). 

I» SPRINKLER PROTECTED EXITS OR ENCLOSED CORRIDORS LEADING TO EXITS, 
C33UHG AND INTERIOR FINISHES HAT 3E COMPOSED OF MATERIALS HAVING A 
FLAM23PREAD RATING OF 75 OR LESS AND A SMQKB DEVELOPMENT RAXING OF 2,00 OR 
LESS IN LIEU OF 25 FOR FLAMESPREAD AND SO FOR SMOKE DEVELOPMENT (ASTM 
E-*»). 

CEILINGS MUST SS A FLAT PLANE IN EACH ROOK AND SUSPENDED WITH FLUORESCENT 
RBT3SSED FIXTURES AND FINISHED AS FOLLOWS UNLESS AN ALTERNATE FINISH IS 
APSKOV2D BY THE CONTRACTING OFFICER: 

* RBSTROOMS: PLASTER OR POINTED AND TAPED GYPSUM BOARD 

» OFFICES AND CONFERENCE ROOMS: MINERAL AXD ACOUSTICAL TILE OR LA7 IN 
PANELS WITH TEXTURED OR PATTERNED SURFACE iND TEGULAR EDGES OR EQUIVALENT 
COLITT TO BE APPROVED S7 THE CONTRACTING XSVCSB.. 



* CORRIDORS AND EATING/GALLEY AREAS: 
GTP3UM BOARD OR MINERAL ACOUSTICAL TILE. 



PLASTER OR POINTED AND TAPFO 



TO OCCUPANCY ALL SURFACES =5SIGNATSJ 3? GSA FOR PAINTING MUST BE 
NBKL7 PAINTED IN COLORS ACCEPTABLE TO -SS-. ALL PAINTED SURFACES, 
DCL7DING ANT PARTITIONING INSTALLED 37 TZ* GOVERNMENT OR LESSOR AFTER 
GCC2RNHENT 0CCCPAHC7, MUST SB REPAINTED «*TER WORKING HOURS AT LESSOR 
EXPENSE AT LEAST EVERT 5 7EARS. THIS .JSCIUDES MOVING AND RETURN OF 
FSSITURE. PUBLIC AREAS MUSI 3E PAINTED A." -EAST EVERT 3 TSARS. 

EXTERIOR DOORS MUST BE HEAVT DOTY, FULL FI— 3H, HOLLOW STEEL CONSTRUCTION, 
SCLID CORE HOOD, OR INSULATED TEMPERED =-ASS. HOOD DOORS SHALL BE AT 
LEAST 1.75 INCHES THICK. EXTERIOR DOORS -*»LL 3E WEATHER-TIGHT, EQUIPPED 
K=7H AUTOMATIC DOOR CLOSERS AND OPEN OUT—*©. HINGES, PIVOTS, AND PINS 
S3ML BE INSTALLED. IN A MANNER WHICH "PRTtNTS REMOVAL WHEN THE DOOR IS 
CLOSED AND LOCKED. 

DCCR3 MUST KATE A 3JTHIKUM OPENING OF 36 IMCEE3 8* 80 INCHES. HOLLOW CORE 
WOOD DOORS ARE NOT ACCEPTABLE. TEST MUST BE FLUSH, SOLID CORE NATURAL 
WOCU VENEER FACED OR EQUIVALENT FINISH AS APPROVED B7 THE CONTRACTING 
OEFTCER. THEY SHALL BE OPERABLE 37 A IT3GLE EFFORT AND MUST 3E IN 
ACCORDANCE WITH NATIONAL SUILDING CODE =EQUrREMENTS . THET WILL BE 
PROVIDED AT A RATIO OF 1 DOOR PER 350 NET USABLE SQUARE FEET. 

DOORS MUST HAVE HEAVT DUTY HARDWARE WITH EARDWARB STOPS. ALL PUBLIC USE 
DOORS MUST 33 EQUIPPED WITH KICK PLATES. DOORS MUST ALSO HAVE PULL BARS 
OR HANDLES AND AUTOMATIC DOOR CLOSERS. DOOR CLOSERS MUST 33 CONCEALED. 
CORRIDOR AND OUTSIDE DOORS MUST 3E SQUIPFSD WITH 5-PIN, TUMBLES IZLINDSR 
LOCKS AND DOOR CHECKS. ALL LOCKS MUST B3 MASTER KEYED. THE GOVERNMENT 
MUST BE FURNISHED AT LEAST TWO MASTER K37S AND TWO SETS FOR EACH LOCK. 
HARDWARE FOR DOORS 31 THE MEANS OF EGRESS SHALL CONFORM ?0 NFPA STANDARD 
NO. 101. 

DOOR IDENTIFICATION SHALL 3S INSTALLED IN APPROVED LOCATIONS ADJACENT TO 
OFFICE SNTPJkNCES. THE FORM OF DOOR IDENTIFICATION MUST BE APPROVED 37 THE 
CONTRACTING OFFICER. 

PARTITIONS AND DIVIDERS MUST BE PROVIDED AS OUTLINED 3ELCW. PARTITIONING 
REQUIREMENTS MAT 33 MET HITH EXISTING PARTITIONS IF THEY MEET THE 
GOVERNMENT'S STANDARDS AND LAYOUT REQUIREMENTS. 



PERMANENT PARTITIONS MUST 3E PROVIDED AS NECESS. 



INITIALS ! 



SURROUND STAIRS, 




LESSOR GOVERNMENT 



5.1 LAYOUT AND FINISHES 



5.2 



CEILINGS AND INTERIOR 
FINISHES 



3.3 PAINTING 



5.4 DOORS: EXTERIOR. 



5.5 DOORS: INTERIOR. 



5.6 DOORS: HARDWARE 



5.7 DOORS: IDENTIFICATION 



5.8 PARTITIONS: GENERAL 



5.9 PARTITIONS: PERMANENT 
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CORRIDORS, ELEVATOR SHAFTS, TOILET ROOMS «© JAWSOR iCtOSCTS^ TEST WO- 
HATE A FLAMESPSSAD SATINS OF 25 Oft LESS AND A SMOKE "BTEtOKSHTtoSMC 0? 
50 OR LESS (ASTM E-34>. STAIRS. ELEVATORS AND OTHER FWOR OPEjSJ^SSHAvL 
BE ENCLOSED BY PARTITIONS ASJD HAVE THE FIRE RESISTANCE REQUIRED BY NFPA 
NO. 101. TJffiS : SHALL llBBffi FROM THE STRUCTURAL FLOOR SLAB TO THE 
STRUCTURAL CEILING SLAB. 

OFFICE SUBDIVIDING PARTITIONS SHALL COMELY WITH THE VSXEGBU BtTCLDING CODE 
(CBC) AND LOCAL REQUIREMENTS . THE* MOST BE PROVIDED »?* ^.JLSL 
LINEAR FOOTFOT EACH 10 LINEAR SQUARE FEET OP ,»«CB»g»2£; 
PARTITIONING OVER INTERIOR OFFICE DOORS IS INCLUDED IN THE MEASUREMENT. 
THE* OTSTlxiOTD F30M THE FINISHED FLOOR TO THE FINISHED CEIL EW %? JFZ 
AFLAHSSPREAD RATING OF 25 OR LESS AND A SMOKE DEVELOPMENT RATING OF SO OR 
LESS (ASTM E-84). 

PARTITIONS MAY BS PREFINISHED OR TAPED AND PAINTED. 5VAC MOST BE 

»uJS ES WOB REPOSITIONED. A3 APPROPRIATE, AFTER INSTALLATION 
OF PARTITIONS. 



AoaanBiaii BivrBERJ *ot u.£M -_ 



r-^^.o 7 ttt" imr " i n HH»iPEn.~"" " ra g m"*^' have an 



j^pp./-!. -inrnTT Tnnn8r~' < "i T "" '*""•'' as so 6866 Tt»jr ]Qi 



•rnna froraiUB MAI RE "ITHER RESILIENT FLOORING OR CARPET, EXCEPT AS 
OnBVs^KXne ITtHISS^LICITMIOT. FLOOR PERIMETERS « PARTITIONS 
2^?^" W^T £sTO, VTNyT OR CARPET BASE, AN! EXCEPTIONS MUST BE 
APPROVED BY THE CONTACTING OFFICER. 

OFFICE AREAS: 

BBTOR -TO OCCUPANCY CARPET OR CARPET TILES MUST COVER ALi OFFICE AREAS 
sSSJhSm^bEhMiSidT ScToDING INTERICR HALLWAYS «D COmWBCH 
ROOMS THE USE =F EXISTING CARPET MAI BE APPROVED BY T*S CONTRACTING 
of^er, swim, mBwrSaPB MUST BE SHAMPOOED BEFORE OMMnUB 
MUST MEET THE STATIC BUILDUP AND FLAMKASILITY REQUIREMENTS /OR NEW „**?« 
WHICH FOLLOW IN THIS SOLICITATION. 

SPECIALITY AREAS I 

RESILIENT FLOORING IS TO 3E USED IN REPRODUCTION ROOMS, SKSAGZ, FILE AND 
OTHER SPECIALITY ROOMS LISTED 3ELCW: (SEE DRAWINGS) 

TOILET AND SERVICE --ASAS; 

TERRAIZ0, 5NGLA2ES CERAMIC TILE, ASD/OR JUARR5 :KU| SHALL « USED IN ALL 
TOILET AND SSRVIC3 AREAS UNLESS ANOTHER COVERING i,S A?"*=VSO BY THE 
CONTRACTING OFE ICE*. . _ ■ 

CARPET - PHYSICAL REO r JIRSMEMTS; 

ANY CARPET TO BE NEWLY INSTALLED MOST MEET THE FOLLOWING SPS 

* PILE YARN CONTEST:: CONTINUOUS FILAMENT SOIL-HIDING NYLCS- VOOL/TOLON, 

OR OLEFIN COMEINAT: 



5.10 PARTITIONS: SUBDIVIDING 



I in II I III I llll I' 



5.12 FLOOR COVERING AND 

PERIMETERS. 



ICATIONS: 



LEVEL LOOP, TEXTURED LOOP, LEVEL CUT PILE, 



* CARPET PILE CONSTRUCTION: 
OR LEVEL COT/UNCUT PILE. 

« PILE WEIGHT: 28 OUNCES PER SQUARE YARD MINIMUM. 

* SECONDARY BACXs SYNTHETIC FIBER OR TOTE FOR GLUE-SOWN EJSTALLAS ION . 
« TOTAL WEIGHT: 64 OUNCES PER SQUARE YARD MINIMUM. 

* FLAMMASILITY: IS ALL AREAS EXCEPT EXITS, CARPET MUST SAVE A CRITICAL 
RADIAST*LUX fowl OF 0.22 OR GREATER WITH A SPECIFIC OPTICAL DENSITY NOT 
OVER 453 I CARPET TS EXITS MUST SATS AT LEAST A CRF OF 0.50. CARPET 
?ASS"« i-E CONSUMER PRODUCTS SAFETY COMMISSION FFL-70 (PILL TEST) IS | 
ACTABLE FOR OFFICE AREAS. IT MAY ALSO 3E USED IN CORRIDORS WHICH ARE 
PROTECTED 3Y AUTOMATIC SPRINKLERS. 

* STWIC BUILDUP: i.S JM MAXIMUM WITH BUILT-IN STATIC 
RECOMMENCED; «STATIC-C0NTR0IL2D" IS ACCEPTABLE 



ISIPATION IS 



CARPET - SAMPLES: 



INITIALS. 
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WHEN CARPET MUST 3B -HEWL? : INSTALLED OR CHANGED, THE OFFEROR SEAL! PROVIDE 
THE GOVERSHSOT WITH A MIHIMUM OF S COLOR SAMPLES. SHE SAMPLE AND COLOR 
MUST 8E APPROVED 3Y GSA PRIOR 70 INSTALLATION. MO SUBSTITUTES MAX BE MADE 
IT TBS OFFEROR AFTER SAMPLE SELECTION. 

CARPET - INSTALLATION t 

CARPET MUST 3S INSTALLED IH ACCORDANCE WITH MMWFACWBIISG INSTRUCTIONS TO 
LA? SMOOTHLY ADD EVENLY. 



CARPST - REPLACEMENT: 

CARPET SHALL BE REPLACED AT LEAS! EVER! 
OCCUPANCY OR ANY TIME DURING THE LEASE WEEK: 



ID YEARS DURING GOVERNMENT 



* BACKING OR UNDERLAYMENT IS EXPOSXS. 

* THERE ARE NOTICEABLE VARIATIONS 3 SURFACE COLOR OR TEXTURE. 
REPLACEMENT INCLUDES MOVING AMD RSTC3S OF FURNITURE. 

CARPET - ADDITIONAL SPECIFICATIONS: 



IF THE OFFEROR PROPOSES THAT 
RSSPOESr3n.IT? OF THE GOVERNMENT, 
SHALL ALSO APPLY: 



301LDING MAINTENANCE HILL BE THE 
"HE FOLLOWING CARPET SPECIFICATIONS 



* CARPST CONSTRUCT'ON: AT LEAST 64 TUFTS PER SQUARE INCH, WITH A 
SYNTHETIC PRIMARY BACK AND TUFT BINE 3F AT LEAST 10 POUNDS. 

* PILE HEIGHT! 3/lfi INCH TO 1/2 IBCt. 

RESILIENT FLOORING - PHYSICAI REQUgaffiSTS: 

OHEN RESILIENT FLOORING MUST SE INSTALLED OR CHANGED, THE OFFEROR SHALL 
PROVIDE THE GOVERNMENT A MINIMUM OF 5 COLOR SXXSZXZ "HE KW- :.- COLOR. 
MUST BE APPROVED 3Y GSA PRIOR TO INSTALLATION. MO S'JdoTITUTBS MAI SE MADE 
BY THE OFFEROR AFTSH SAMPLE S2LECTIC*- 

RESILIENT FLOORING - REPLACEMENT: 

TEE FLOORING SHALL BE REPLACED BY ^S LESSOR AT NO COST TO THE GOVERNMENT 
PRIOR TO OR DURING GOVERNMENT OCCUPAiCT WREN IT HAS i 

» CURLS, UPTURNED EDGES, OR OTHER 30TICEABLE VARIATIONS IN TEXTURE. 

TEHRAZZO, USGLA2ED CERAMIC TILE, AJE/OR QUARRY TILE SHALL BE USED IH ALL 
TOILET AND SERVICE AREAS UNLESS .5SOTHER COVERXHG IS APPROVED BY THE 
CONTRACTING OFFICER. - - . '..; ■ 

RESILIENT FLOORING SHALL COVER (SEE DRAWINGS). SAMPLES MUST SB APPROVED 
3Y THE CONTRACT INC CFJICER. 

REPLACEMENT: 

THE FLOORING SHALL 3E REPLACED BY TEE LESSOR AT NO COST TO THE GOVERNMENT 
PRIOR TO OR 9URUJG GOVERNMENT OCCUPANCY "-JBEN IT HAS: 

* CURLS, UPTURNED EDGES, OR OTHER NOTICEABLE VARIATIONS IH TEXTURE. 

CARPET OR CARPST TILES SHALL COVER 100^ OF THE SPACE OR AS DESIGNATED BY 
GSA. THE 7SS OF EXISTING CARPST MAI BE APPROVED BY THE CONTRACTING 
OFFICER. HOWEVER, EXISTING CARPET MUST 38 SHAMPOOED BEFORE OCCUPANCY AND 
MUST MEET THE STATIC BUILDUP AND FLAMMABILITY REQUIREMENTS FOR SEW CARPST 
WHICH FOLLOW IN THIS PARAGRAPH. 



IF THE CARPST WILL 3E NEWLY INSTALLED 
BE MET: 



♦ PILE YARN CONTENT: 
OR OLEFIN COMBINATIONS. 



THE FOLLOWING SPECIFICATIONS MUST 
CCOTINU0US FILAMENT SOIL-HIDING NYLON, WOOL/NYLON, 



* CARPET PILE CONSTRUCTION: 
OR LEVEL CUT/UNCUT PILE. 



LEVEL LOOP, TEXTURED LOOP, /LEVEL CUT PILE, 



INITIALS: 




iESSOR GOVERNMENT 



SECTIO 

ARCHITECTURAL FtHISSBS 



.13 TOILET AND SERVICE AREAS 



5.14 RESILIENT FLOORING 



13.15 CARPET 
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* PILE WEIGHT: 23 OUNCES PER SQUARE YARD MINIMUM. 

* SECONDARE BACK: SYNTHETIC FIBER OS JUTE FOR GLUE-SOWN INSTALLATION. 

* TOTAL HEIGHT j 64 OUNCES PER SQUARE YARD MINIMUM. 

* FLAMHABILITY: IN ALL AREAS EXCEPT EXITS, CARPET MUST HAVB A CRITICAL 
RADIANT FLUX (CRF) OF 3.22 OR GREASER KITH A SPECIFIC OPTICAL DENSITY HOT 
OVER 450. CAUSES IS EXITS MUST BATE AT LEAST A CRF OF 0.50. CARPET 
PASSING THE CONSUMER PRODUCTS SAFETY COMMISSION FFL-70 (FILL TEST) IS 
ACCEPTABLE FOR C5FICE AREAS. IT MAZ ALSO BE USED IN CORRIDORS WHICH ARE 
PROTECTED BY AUTOMATIC SPRINKLERS. 

* STATIC BUILDUP: 3.5 17 MAXIMUM SITE BUILT-IN STATIC DISSIPATION IS 
RECOMMENDED; " STATIC-CONTROLLED" IS ACCEPTABLE. 

CARPET I SAMPLES; 

WHEN CARPET MUST 33 NEWLY INSTALLED OR CHANGED, THE OFFEROR SHALL PROVIDE 
THE GOVERNMENT A MINIMUM OF 5 COLOR SAMPLES. THE SAK9LS AND COLOR MUST BE 
APPROVED 3Z GSA PRIOR TO INSTALLATION. SO SUBSTITUTES MAZ BE MADE 31 THE 
OFFEROR AFTER SAMPLE SELECTION. 

CARPET t INSTALLATION; 

CARPET MUST BE INSTALLED 
LAI SMOOTHLZ AMD 3VEf T :Z. 

CARPET: REPLACEMENT; 



:S ACCORDANCE WITH MANUFACTraiNG INSTRUCTIONS TO 



CARPET SHALL BE REPLACED AT LEAST EVERT 10 
OCCUPANCY OR AT ANT TIME DURING THE LEASE WHEN: 



ZEA3S DURING GOVERNMENT 



* BACKING OR 7NDERLAYHZNT IS EXPOSED. 

* THERE ARE NOTICEABLE VARIATIONS IN SURFACE CO: Or ?R rEXT'JP.i. 

REPLACEMENT INCLUDES MOVING AMD RETURN OF FURNITURE. 

REVERBERATION CONTROL: 

CEILINGS IN CARPETED SPACE SHALL HAVE A NOISE SEC'JCTiON COEFFICIENT (NRC) 
OF NOT LESS THAN 3.S5 IN ACCORDANCE WITH ASTM C-4J3. 3ILINGS :N OFFICES, 
CONFERENCE ROOMS, AND CORRIDORS HAVING RESILIENT FLOORING SHALL HAVE AN 
NRC OF NOT LESS THAN 0.65. 

AMBIENT N0IS3 CONTROL: 

AMBIENT NOISE FROM MECHANICAL EQUIPMENT SHALL ' NOT EXCEED NOISE CRITERIA 
CURVE (MC) 35 IN ACCORDANCE WITH THE ASKRAE HANDBOOK IN OFFICES AND 
CONFERENCE ROOMS: NC 40 IN CORRIDORS, CAFETERIAS, LOBBIES, AND TOILETS.' NC 
50 IN OTHER SPACES. 



NOISE 



LATION: 



ROOMS SEPARATED FROM ADJACENT SPACES BY CEILING-HIGH PARTITIONS (NOT 
INCLUDING DOORS) SHALL SOT BE LESS THAN THE FOLLOWING NOISE ISOLATION 
CLASS (NIC) STANDARDS "-JESS TESTED IN ACCORDANCE WITH ASTM 3-336: 



CONFERENCE 


ROOMS : 


NIC-40 


OFFICES 1 




NIC-35 


CERTIFICATION: 







SECTION 

ARCHITECTURAL FOTSBSS 



THE CONTRACT ING OFFICER KAZ 3.EQUIRE AT SO COST TO THE GOVERNMENT , A j 
CERTIFICATION ATTESTING THAT ACOUSTICAL REQUIREMENTS HAVE BEEN MET. i 
CERTIFICATION MUST 3S ACCOMPANIED 3Y TEST REPORTS 3Z A QUALIFIED 
ACOUSTICAL CONSULTANT 7ERIFZING REQUIREMENTS FOR CONTROL CF AMBIENT NOISE 
AND NOISE ISOLATION. 



THE REQUIREMENTS OF THIS PARAGRAPH SHALL TAKE 
ADDITIONAL SPECIFICATIONS IN THIS SOLICITATION IF THERE 



IN LIEU OF OTHER ACOUSTICAL REQUIREMENTS, A BA! 

INITIALS 




ANY 



SOUND MASKING : 



tESSOR 



GOVERNMENT 



5. IS ACOUSTICAL E330LREMENTS 



S.I7 SOUND MASKING SYSTEM 
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SYSTEM SHALL BE PROVIDED IN THE FOLLOWISJG AREAS i (SEE DRAWINGS) 

THE SYSTEM SHALL PROVIDE A SPEECH PRIVACY POTENTIAL (SFP) OF SOT LESS THAN 
60 UNIFORMLY TBH0UGHOUT TBE SPACE WHEN TESTED ON TBS SITE IN ACCORDANCE 
WITH PBS TEST METHOD F3S-C.1. (NORMALLY, THIS WILL REQUIRE CEILING PANELS 
THAT HAVE A MINIMUM SPEECH PRIVACY NOXS3 ISOLATION CLASS (SIC) OF 20 ZH 
ACCORDANCE WITH FEDERAL SPECIFICATION (SS-S-I18)). LOUDSPEAKERS SHALL 3E 
CONCEALED ADD PROVIDED WITH INDIVIDUAL VOLUME CONTROLS. UPON COMPLETION 
OF THE TESTING, THE INITIAL SETTINGS TO ATTAIN THE REQUIRED SPP SHALL BE 
POSTED AT THE SYSTEMS CONTROL CONSOLE. THE LESSOR WILL BE RESPONSIBLE FOR 
SYSTEM MAINTENANCE. THE CONTRACTING OFFICER HAY REQUIRE CERTIFICATION AT 
NO COST TO THE GOVERNMENT, ACCOMPANIED 3Y PBS-C.l TEST REPORT ST A 
QUALIFIED ACOUSTICAL CONSULTANT ATTESTING THAT THE ABOVE REQUIREMENTS HAVE 
BEEN MET. 

IN PREPARING A DESIGN TO MEET THE REQUIREMENTS OF THIS PARAGRAPH, SB 
LESSOR SHALL ASSUME TEAT THE OCCUPANT AGENCY WILL USE SO INCH AND/03 72 
INCH HIGH SPACE DIVIDERS IN THIS AREA(S) . SUCH DIVIDERS WILL BE CLASS B 
IN ACCORDANCE WITH PROCEDURE III-S OF THE PBS STANDARD METHOD OF TEST, 
PBS-C.J. 

WINDOW BLINDS I 

ALL EXTERIOR WINDOWS SHALL BE EQUIPPED WITH WINDOW BLINDS. THE BLINDS SAY 
BE ALUMINUM OR PLASTIC VERTICAL BLINDS OR HORIZONTAL 3LXHD$ WITH' ALUMrTOH 
SLATS OF ONE INCH WIDTH OR LESS. THE USE OF ANY OTHER MATERIAL MOST 32 
APPROVED BY THE COMTSACTISG OFFICER. THE WINDOW BLINDS MUST HATS 
NON-CORRODING MECHANISMS AND SYNTHETIC TAPES. COLOR SELECTION WILL 3B 
MADE BY THE CONTRACTING OFFICER. 

DRAPERIES i 

DRAPERIES WILL BE PROVIDED IN ALL CONFERENCE ROOMS AND IN THE FOLLOWING 
OFFICE AREAS: 

AS DESIGNATES BY GSA 

DRAPER! FABRIC MUST BE FLAKE RETARDANT. FABRICS SHALL BE LINED STS 
EITHER WHITE OR. OFF-WHITE PLAIN LINING FABRIC SUITED TO THE DRAPERY FASIC 
WEIGHT. DRAPERY FABRIC SHALL CONFORM TO NFPA STANDARD NO. 701. DRAPSSISS 
3HALL BE EITHER FLOOR-, APRON-, OR SILL-LENGTH, AS SPECIFIED 3Y THE 
GOVERSMEJT, AND SHALL 3E WIDE ENOUGH TO COVES WIS30W AND TRIM. CRAPES :3S 
SHALL BE 3UNG WITH 3RAPERY HOOKS 3N WELL- ANCHORED KSAVT DOTY 7RAV23 32 
RODS. TRAVERSE RODS SHALL DRAW FROM EITHER IKE CENTER, RIGHT OR LEFT 
SIDE. 

CONSTRUCTION; 

ANY DRAPERIES TO BE NEWLY INSTALLED, MUST BE HADE AS FOLLOWS: 

* 100 PERCENT FULLNESS. INCLUDING OVERLAP, SIDE HEMS, AND NECESSARY 

RETURNS. 

* 4-IMCH DOUBLE HEADISES TURNED OVER A 4-INCH PERMANENTLY FINISES 
STIFFENEH. 

* 1-1/2-INCH DOUBLED SIDE HEHSr 4-INCH DOUBLED AND BLIND STITCHED BOTTOM 
HEMS. 

* THREE-FOLD PINCH PLEATS. 

* SAFETY STITCHED INTERMEDIATE SEAMS. 

* MATCHED PATTERNS. 

* TACKED CORNERS. 

* NO RAW EDGES OR EXPOSED SEAMS. 

USB OF EXISTING DRAPERIES MUST 3S APPROVES BY THE CONTRACTING OFFICER. 
3AHPI5S; 



A MINIMUM OF 5 PATTERNS AND COLORS SHALL BE 
GOVERNMENT FOR SELECTION; SHADING OF SAMPLE FABRIC; 

INITIALS: 




ZASLE TO THE ; 
VARY MARKEDLY , 



30VERNMENT 



S.18 WINDOW COVERINGS. 
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FROM THAT OF THE FINAL PRODUCT. 

A TAMPER PROOF DIRECTOR* WITH LOCK SHALL BE PROVIDED IN THS BUILDING LOBBT 
6ISTING ALL GOVERNMENT AGENCIES. IT MUST BE ACCEPTABLE TO THE CONTRACTING 
OFFICER. 

IF THE GOVERNMENT IS TBS SOLE OCCUPANT OF THE BUILDING, A FLAGPOLE SHALL 
BE PROVIDED AT A LOCATION TO BE APPROVED Br TKB CONTRACTING OFFICER. THE 
FLAG HILL BE PROVIDED B5f THE GOVERNMENT. THIS REQUIREMENT MAX BE WAIVED 
IF DETERMINED INAPPROPRIATE BY GSA. 



INITIALS 




LESSOR GOVERNMENT 



5.19 BUILDING DIRECTOR? 



5.20 FLAG POLE 
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mechanical, electrical, 
plumbing 



THE LESSOR SHALL PROVIDE AND OPERATE ALL BUUSISG EQUIPMENT AND SYSTEMS IK 
ACCORDANCE WITH APPLICABLE TECHNICAL PUBLICATIONS, MANUALS, AND STANDARD 
P80CSCU8SS. MAINS, LINES r AND MESSRS FOR UTILITIES SHALL BE PROVIDED 32 
THE LESSOR- EXPOSED DUCTS, PIPING, AND CONDUITS ARE NOT PERMITTED IN 
OFFICE SPACE. 

THE LESSOR SHALL PROVIDE, OH EACH FLOOR OF OFFICE SPACE, A MZNIMDM OF ONE 
CHILLED DRINKING FOUNTAIN WITHIN EVER! ISO FEES OF TRAVEL DISTANCE. 

SEPARATE TOILET FACILITIES FOR HEN AND WOMEN SHALL SB PROVIDED OH EACH 
FLOOR OCCUPIED BY THE GOVERNMENT 21 THE 8UIIDTHG. THE FACILITIES MUST BE 
LOCATED SO THAT EMPLOYEES WILL NOT BE REQUIRED TO TRAVEL MORE THAN 150 
FEET ON ONE FLOOR TO REACH THE TOILETS. EACH TOILET ROOM SHALL HAVE 
SUFFICIENT HATER CLOSETS ENCLOSED WITH MODERN STALL PARTITIONS AND DOORS, 
URINALS (IN HEN'S ROOM) , AND 30T (SET AT 103 DECREES, IF PRACTICAL) AND 
COLD WATER. WATER CLOSETS AND URINALS SHALL NOT SB VISIBLB «HEN THE 
EXTERIOR DOOR IS OPEN. SACK MAIN TOILET ROOM SHALL CONTAIN I 

EQUIFMESTt 

* A MIRROR ABOVE THE LAVATORY. 

* A TOILET PAPER DISPENSER IN EACH WATER CLOSET STALL, THAT HILL HOLD AT 
LEAST TWO ROLLS AND ALLOW EAST UNRESTRICTED DISPENSING. 

* A COAT HOOK ON IT'STDB FACE OF DOOR TO EACH WATER CLOSET STALL AND ON 
SEVERAL WALL LOCATIONS 37 LAVATORIES. 

* AT LEAST ONE MODERN PAPER TOWEL DISPENSER, SOAP DISPENSER AND HASTE 
RECEPTACLE FOR EVER? TWO LAVATORIES. 

* A COIN' OPERATED SANITARY NAPKIN DISPENSER IS WOMEN'S TOILET ROOMS WISH 
WASTE RECEPTACLE FOR EACH WATER CLOSET STALL. 

* CERAMIC TILE OR COMPARABLE WAINSCOT FROM THE FLOOR- TO A MINIMUM HEIGHT 
OF 4' S". 

* A DISPOSABLE TOILET SEAT COVER DISPENSER. 

* A COUNTER AREA OF AT LEAST TWO FEET IN LENGTH, EXCLUSIVE OF THE 
LAVATORIES (HOWEVER, IT MAS 3E ATTACKED TO THE LAVATORIES) WITH A MIRROR 
ABOVE AND A GROUND FAULT INTERRUPT TIPS CONVENIENCE OUTLET LOCATED 
ADJACENT TO THE COUNTER AREA. 

HANDICAPPED ACCESSIBILITY: 

(SEE THE "GENERAL ARCHITECTURAL n SECTION OF THIS SOLICITATION.) 

THE TOILET FIXTURE SCHEDULES SPECIFIED BELOW SHALL BE APPLIED TO EACH FULL 
FLOOR BASED G» ONE PERSON FOR EACH 135 SQUARE FEET OF OFFICE SPACE IN A 
RATIO OF 50 PERCENT MEN AND 50 PERCENT WOMEN: 

REFER TO THE SCHEDULE SEPARATELY FOR EACH SEX. 

NUMBER OF MSN»/WOKEX WATER CLOSETS LAVATORIES 

1-1S 1 1 

16-33 2 2 

36-55 3 3 

55-50 4 3 

61-30 4 4 

81-90 5 4 

91-110 5 5 

111-125 6 5 

126-150 6 ** 

OVER ISO *** 



* IN MEN'S FACILITIES, 
WATER CLOSETS SPECIFIED. 



URINALS MAY 3E SUBSTITUTED FOR ONE-THIRD OF THE 



** ADD ONE LAVATORY FOR EACH 45 ADDITIONAL EMPLOYEES OVER 125. 

*** ADD ONE WATER CLOSET FOR EACH 40 ADDITIONAL EMPLOYEES OVER 150. 

JANITOR CLOSETS WITH SERVICE SINK, HOT AND COLD 
FOR CLEANING EQUIPMENT, MATERIALS, AND SUPPLIES S 
FLOORS. JANITOR ILOSETS SHALL HAVE DOOR(S) 



6.1 MECH ELEC PLUMB: GENERAL 



6.2 DRINKING FOUNTAINS 



6.3 RESTROOMS. 



6.4 



RESTROOMS i FIXTURE 
SCHEDULE 



JANITOR CLOSETS - 
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DEADLOCKING LATCH 301T HITS A MINIMUM THROW 05 1/2 INCH. 

SSKSSS S&S'JS' mIOT *™ tSMPSSATtlHES BETWEEN 5S AMD 70 
ShKK^SK HSf" 5 .™? ,«»W SEASON AND BETWEEN 76 AND 80 DEGREES 
»»?SS?VS5; 3H NG 3KE C °0EING SEASON. THESE IEMPERATORES MOST 36 

MAINTAINED THROUGHOUT THE LEASED PRSMISES AND SERVICE AREAS MBmSSb* 1% 
OUTSIDE TEMPERATURES. DURING THE HOURS ™ SpSoN^ECI^^THB 

sT^I-^'^SSJ?^' HEATIHG TEMPERATURES SHALL BE SET SO HIGHER THAN 
^SSSf 2 .?. JAHRESHEIT AND AIR CONDITIONING SILL NOT BB PROVIDED 
rtSP™** %*- u BE SECURED FROM MANUAL OPERATION ST KEY OR WCJHsTcAGK 
A KEY SHALL 3E PROVIDED TO THE GSA FIELD OFFICE MANAGER? WCSSD <»GE- 

HEATING SYSTEMS SHALL NOT SB OPERATED TO MAINTAIN TEHPSRA*Tra*S iww 7n 

Bra-Mar ss , a^Ar«KlRrB 

S^f,^ 700 ^CESSIVE HEAT GAIN OR HEAT LOSS, OR AFFECT<T5 BY SOLAH 
CoSlED.** DIrFEaEOT «*" « ^ DAI, '(HW ^SmbSSiH 

ZONE CQBTPCLi 

INDIVIDUAL TSERMOSTftV CONTROL SHALL S3 PROVIDES 909 OUffrru ommj lamttx 
CONTROL AR2AS SOT TO EXCEED 2Q00 SQUARE ! FEET; jm5 Mm'unaa» S^ 
EXTENDED *=» OF OPERATION SHALL 1« WTOWnffi^OTraSSS^aSS 
?SS*?f J5KS5 *™ ^CONDITIONING wSK»lS2TS5es?wS 
(SUCH AS ^OTOCOPX CENTERS, IASGE COIJFErScS ROOMS, ETC 1 BMH M OTSM&? 

PACKAGE -^.-CONDITIONING EQUIPMENT SHALL' 3E ^ROVIDa TOJtEET LncIrT^n 

EQUIPMENT = - SL» OBMflMrq , 

cSSS£^*S2F ^ ^Sl-ETC. SKES 3ttALL BE ASSTOED B? CONCEALED 
SrvJJ^, '^. t !£? * M5 A-R-CONBItlONING EQUIPMENT. THE BOO^^ST SHALL 

MAINTAIN GttCE TEMPERATURE CONTROL OVER A MJIGI OF DbS ?Slo 
FLUCTUATI es OF PLCS 3.5 KATT/SQ.FT. TO MINUSES WA^S/SC^" ^SS 

INITIAL =»--JI REQUIREKESTS Or THE TENANT. »A-.S/SC.a*. FROM. 



OUTSIDE i. 
CUBIC FE2- 
HHICHEVE5 . 
MAT 33 
AUTOMATIC 
EQUIPMENT . 
PROVIDED • 
HANDLING 2 



• -aSPSLSL ? ^ IDE £. T0 *" 5 F "CE SPACE FOR A MINIMUM OF 10 
-I^^P CC?M) P0B ^^ ?EaS0 » OR 0.2 CFM PER SQUARE FOOT, 
'J* ^2 =, 5L, r -JE 0,B '* tlm ' C2CSB ^EE COOLING, USING OUTSIDE AIR 
"^ S S?-.5 00tj - 5 ' " "HERE THE GOVERNMENT PAYS UTILITIES, AN 
JCa ECONOMIZER CYCLE MUST 33 PROVIDED TO ALL «3 HANDLING 

conference rooms of 350 square see* or oam smSFsl 

S?T J vXn^?^ T ^,«.i°, BHCH 0F 'EOTILATION OR 3E FITTED HUH AIR 
w-IPMENT WITH SMOKE/ODOR REMOVING FILTERS. 



ESSr-S^-^?^ ,! R0P0SES ?HAT THE GOVERNMENT SHOULD PAY UTILITIES, THE 
SSJSr? 5 J^tJS 17 * A FUILT FUNCTIONAL 3UIIDING AUTOMATION SYSTEM! BAS) . 
SSE5£»S' S?5 Sl0L aEGULA3I0N AND MONITORING OF ALL ENVmONMENTAL 

SSm^cSSSSf' THE MS ***" " ?U1LI SDPPQR5SJ 3 * A sss°?cTa^ J 

^ ^fiSS.! 3 ^! 1 32 "ESPOHSISLE FOR MEETING THE APPLICA3LS REQUIREMENTS OF ! 
SF-SvS A i„. 31SCTaiC - C0B ' **■ WaWWtt 5L2CTP.IC SAFETY COMsVjSmBS ; 
SLSKJST"?? 1 =■"»»: MANUFACTVRSRS- ASSOCIATION. INSULATED PCWESICABL2 ! 

JSP*!? 13 association, the American institute of electrical engineers 

Sf^?^,??? 3 iND =^=1A«CSS. W CODES CONFLld "^ "kSot ! 
STANDARD SHALL .^=?LZ. MAIN SERVICE FACILITIES SILL 3E ESCLOSEa^^^ '■ 

ZSg^JSSL**! 3E 7SSD «« S 101 " 132 OR OTHER PURPOSES AND SHM-L i^VS ! 
OOOR(S) 3TTTED 7.1TH AN AUTOMATIC DEADLOCKING LA-^H SOLT ^ TvmraS 

*»ow or i,-a 2tch. distribution p«£uun BB^Sug^aiOTi sswrSS 

10 PERCENT SPARE POWER LOAD AND CIRCUITS. *»**-* .-*B /i^TH , 

F0URPL2X <D0U3LE DUPIEX) FLOOR OR MALL OUTLETS SHALL 3B PROVIDED IN OFfT~> | 
AREAS ON THE 3ASI3 OF DNS (1) PER 200 SQUARE FEET. OWZt^OOXoTlzS. 
OUTLETS SHALL 33 PROVIDED 3N THE 3ASIS OF ONE (!) PBbi* SWMZ^^ 
TELEPKOKS FLOOR OR WALL OUTLETS SHALL ALSO 3E ^0vimli H 7^ J 3 SQ ^ 3 S^™ 
CI) PER 100 SQUARE FEET. THE RATIO OF FLOOR TO nfr&gUBt ««£) a™ 



SECTION 



6.6 



MECHANICAL, 2X2CTRIC L, 
PLUMBING 



HEATING i AIR 
CONDITIONING 



5.7 VENTILATION. 



6.8 ELECTRICAL I GENERAL 



6.9 ELECTRICAL; 

DI9TRI3CTI0N. 



INITIALS: 



lessor 



govern: :znt 
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SECTION 



MECHANICAL , ELBCTHICAL, 
PLUMBING 



SISSIES,, 80 , PE H2F' ^^SCTIVEL?. DEDICATED, CLEAN ELECTRICAL COMPUTER 
RECEPTACLES, A DISTINCTLY DIFFERENT COLOR THAN THE FOUKPLEX AND DUPLEX 
OUTLETS, SHAIL BE PROVIDED ON THE SASIS OF 02)2 (1) PER 250 SQUARE FEET. 

THE LESSOR MUST INSURE THAT OUTLETS AMD ASSOCIATED WISING (FOR 
ELECTRICITY, VOICE, AMD DATA) TO THE WORKSTATION SILL BB SAFELY CONCEALED 
IS RECESSED FLOOR DUCTS, UNDER RAISED FLOORING, BY USE OF FLAT WIRE OR B? 
A COMPARABLE METHOD ACCEPTABLE TO THE CONTRACTING OFFICER. SHOULD THE 
SPACE OFFERED BE PROPOSED BIT HEW CONSTRUCTION, RAISED FLOORING IS 
PREFERRED. IS ANT CASS, CABLE ON THE FLOOR SURFACE MUST BE MINIMIZED. 
POWER POLES ARE SOT ACCEPTABLE. SIRING MUST 3B CONCEALED UNDER THE FLOOR. 
ALL FLOORS MUST HAVE 220 VOLT, SINGLE PHASE, 60 HERTZ ELECTRIC SERVICE 
AVAILABLE. DUPLEX OUTLETS MUST BE CIRCUITED SEPARATELY FROM THE LIGHTING. 

THE GOVERNMENT RESERVES THE RIGHT TO PHOVIDE ITS OWN 73LEC0KMUNIC;T T 0S 
(VOICE AND DATA) SERVICE 3 THE SPACE TO 3B LEASED. THE GOVERNMENT MAI 
CONTRACT HITS ANOTHER PARTY TO HAVE INSIDE WISING AND TELEPHONE SQUIP"JMT 
INSTALLED OR USE MIRING PROVIDED 3T THE LESSOR, IF AVAILA3LE. IN ANT 
CASE, SPACE FOR TELECOMMUNICATION EQUIPMENT SHALL BE PROVIDED BY THE 
LESSOR. TELECOMMUNICATION SWITCHROOMS, VIRE CLOSETS, AND RELATED SPACES 
SHALL BE ENCLOSED. THE ENCLOSURE MAT SOT BB USED FOR STORAGE OR OTHER 
PURPOSES AND SHALL HATS DOCE(S) FITTED WITH AN AUTOMATIC DEADLOCKING LATCH 
BOLT WITH A MINIMUM THROW OF 1/2 INCH. 

MODERN LOW BRIGHTNESS, PARABOLIC TTPE l> X A' OR 2' Z 2' FLUORESCENT 
FIXTURES USING SO MORS THAJI 2.0 WATTS /SQUARE FOOT SHALL dE PROVIDED. SUCH 
FIXTURES SHALL 3E CAPABLE Zf PRODUCING AND MAINTAINING A UNIFORM LIGHTING 
LEVEL OF 50 FOOT-CANDLES AT WORKING SURFACE HEIGHT THROUGHOUT THE SPACE. 
A LIGHTING LEVEL OF AT . ' agT 20 POOS-CANDLES AT FOOT LEVEL SHOULD 3E 
MAINTAINED IN CORRIDORS PWJVrDING INGRESS AND EGRESS TO THE 30VERNHENT 
LEASED SPACE. 1 TO 10 FOCT-CANDLES OR MINIMUM LEVELS SUFFICIENT TO ENSURE 
SAFETY SHOULD SE MAINTAINS IN OTHER NON-WORKING AREAS. SHEN THE SPACE IS 
NOT IN USE BT THE -SOVERKteag, INTERIOR AND EXTERIOR LIGHTING, EXCEPT THAT 
ESSENTIAL FOR SAFST2 AND 3CURITY PURPOSES, SHALL BE TURNED OFF. 

BUILDING ENTRANCES AND PAF2ING AREAS MUST 3E '.ZVrT. — 3*1" A""** X?~ *"• ==> 
RAPID-START, THERMALLI PS-TSCED, VOLTAOZ RESw'LAT liici TIPS", ~3L LISTED AND 
ETL APPROVED. 

OUTDOOR PARKING AREAS £5*LL HAVE A MINIMUH OF ONE FOOT-CANDLE OF 
ILLUMINATION. INDOOR 'VSKING AREAS SHALL HAVE A MINIMUM OF 10 
FOOT-CASCLES LEVEL ILLUMIV- 'ION. ! 

SWITCHES SHALL HE LCCAT-t ON COLUMNS OR WAILS 31 DOOR OPENINGS IN j 
ACCORDANCE WITH THE "CC^-SOLS" SUBPARAGRAPH C? THE PARAGRAPH ENTITLED 
"HANDICAPPSE ACCESSIBILITY IN THE "GENERAL ARCHITECTURAL" SECTION OF THIS 
SOLICITATION. SO MORE -«AN 1000 SQUARE FEET OF OPEN SPACE SHALL 3E 
CONTROLLED BY ONE LIGHT S"« TCH. 

THE LESSOR SHALL PROVIDE sCTTAELE PASSENGER AND FREIGHT ELEVATOR SERVICE 
TO ALL GSA-LEASED SPACE NCT HAVING GROUND LEVEL ACCESS. SERVICE 3KALL SE 
AVAILABLE DURING THE HOUHS SPECIFIED IN THE PARAGRAPH ENTITLED "NORMAL 
HOURS" IN THE "SERVICES. UTILITIES, MAINTENANCE" SECTION O? THIS 
SOLICITATION. HOWEVER, CS3 ELEVATOR SHALL BE AVAILABLE AT ALL TIMES FOR 
GOVERNMENT USE. GSA WILL S3 GIVEN 24-HOUR ADVANCE NOTICE IF THE SERVICE 
13 TO BE INTERRUPTED MORE THAN 1.-1/2 HOURS. INTERRUPTION SHALL 3E ! 
SCHEDULED FOR MINIMUM INCONVENIENCE. j 

CODE: ! 



ELEVATORS SHALL CONFORM T3 THE CURRENT EDIT 
STANDARD A17.1, SAFST7 CCDS FOR ELEVATORS 
ELEVATOR CA3S ARE NOT REQUIRED TO HAVE A 
NOTIFY PASSENGERS DURING AUTOMATIC RECALL 
DETECTORS MUST NOT ACTIVATE THE BUILDING 
SIGNAL ?HS "IRE DEPARTMENT OR CENTRAL 3TA: 
ELEVATORS. THE ELEVATOR SHALL 2S INSPECTED 
WITH THE CURRENT REQUIREMENTS OF THE AMERI 
INSPECTOR'S MANUAL FOR ELEVATORS. 

ENTRANCE: 



IONS OF THE AMERICAN NATIONAL j 
AND ESCALATORS, EXCEPT THAT : 
VISUAL OR AUDIBLE SIGNAL TO I 

. AND ELEVATOR LOBBY SMOKE i 

FEB ALARM SYSTEM, 3UT MUST ] 

TION 3EHVICS AND CAPTURE THE I 

AND MAINTAINED IN ACCORDANCE 

CAN NATIONAL STANDARD A17.2, | 



THE ELEVATOR ENTRANCE SHOULD PROVIDE A CLEAR OPENING, Qt AT LEAST 36 i 
INCHES. THE INSIDE MEASUREMENTS SHALL BE A HINIXUM/JO? #i/3JCKSS DEE? AND 
68 INCHES WIDE. 



INITIALS: 




ZSSOR GOVERNMENT 



6.10 TELEPHONE EQUIPMENT 



6.13. LIGHTING! INTERIOR. 



6.12 SWITCHES 



LEVATORS 
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SECTION 

MECHANICAL, ZLBCTRXCr:., 
PLUMBING 



Call, BUTTONS: 

SES THE " CONTROLS * SUBPARAGRAPH OP THE PARACRAPH ENTITLED "HANDICAPPED 
ACCESSIBILITY" IN THE "GENERAL ARCHITECTURAL " SECTION OP THIS 
SOLICITATION. 

SAFETY SYSTEMS t 

ELEVATORS ARE TO BE EQUIPPED WITS TELEPHONES OR OTHER TWO-WAY EMERGENCY 
SIGNALLING SYSTEMS. THE SYSTEM OSEO SHALL BE MARKED AND REACH AH 
EMERGENCY COMMUNICATION LOCATION MANNED DURING NORMA! OPERATING HOURS SEEN 
T23 ELEVATORS ARE IN SERVICE. 

WHEN GOVERNMENT OCCUPANCY IS 3 OR MORE FLOORS ABOVE GRADE, AUTOMATIC 
ZLZ7AI0R EMERGENCY RECALL IS REQUIRED. 

S^gP: 

THZ PASSENGER ELEVATORS MUST HAVE A CAPACITY TO TRANSPORT IN 5 MINUTES 15 
PESCENT OP THE NORMAL POPULATION OP ALL UPPER FLOORS (EASED ON 125 SQUARE 
PEST PER PERSON). FURTHER, THE DISPATCH INTERNAL BETWEEN ELEVATORS DURING 
THE gP-PEAE DEMAND PERIOD SHOULD NOT EXCEED 35 SECONDS. 



INITIALS; 




LESSOR GOVERNMENT 



GSA PUBLIC BDILDINGS SERVICE 
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SECTION 

SERVICES, UTILXTIBS, 
HWHTZH&KCB 



THH LESSOR MUST HAVE A BUILDING SUPERINTENDENT OR A 10CAI.LT 
REPRESENTATIVE AVAILABLE TO PROMPTLY CORRECT DEFICIENCIES. 



5ESIGNAT3D 



services, utilities, and maintenance hill be provides daily, extending 
?s00am to 6 j 00pm except saturdays, sundays, and federal holidays. 

(a) the government shall have access 10 the leased space at ail times, 
including ihz use o? elevators, toilets, lights, a«d small business 
machines without additional payment. 

<b) is heating cs cooling is required on an overtime basis, such services 
hill be ordered orally or in writing 37 the contracting cffichr or gsa 
buildings manager. sh5n ordered, ser vices shall be provided as the hourly 
rate negotiated pricr to award. costs for personal services shall only 33 
included as a0thor=ed by gsa. 

(c) when the cos? of servics is s3, 000 or less, the service may be 
ordered orally. an invoice shall be submitted to ths official placing the 
order fop. certification and payment, orders fcr services costing mors : 
than £2,000 will 32 placed using a gsa form 300, order for supplies or ! 
services. the classes entitled 'gsar 552.232-71 prompt payment (apr 
1989)" and "gsar 5sc-232-72 invoice requirements (variation) (apr 1999)' 
on the gsa form 3517, general clauses, apply to all orders for overtime 
services. 

(d) all orsers are iubject to the terms and conditions of this lease. in 
the event of a confix.' between an order and this lease, te3 lease shall 

CONTROL. 

THE LESSOR SHALL ENSURE THAT UTILITIES NECS5SARY FOR 2FESATION ARE 
PROVIDED AND ALL ASSOCIATED COSTS ARE INCLUDED AS A PART OF THE 
ESTABLISHED RENTAL SATE. 

THE LESSOR IS RESPONSIBLE FOR THE TOTAL MAINTENANCE AND 3PAIR OF THE 
LEASED PREMISES IN ACCORDANCE *ITH PARAGRAPH ".S, "SA FOR." 3517. SUCH 
MAINTENANCE AND REPAIRS INCLUDE SITE AND 7-.17.V. K2ZT*~ 40ftT£. -.-"- 
EQUIPMENT AND S73TEK SHALL EE MAINTAINED 10 PENILE 3Z\ : aV.,T., ENERGY . 
EFFICISNT SERVICE «TH£OUT 7NUSUA1 INTERRUPTION, ;i3T'.I*»=*t NOISES. • 
EXPOSURE TO FIRS OS SAFETY HAZARDS,' UNCOMFORTABLE DRAFTS, -3C3SSIVE AIR ■ 
VELOCITIES, OR UNE33AL EMISSIONS OF DIRT. THE LESSOR' : MAINTENANCE; 
RESP0NSI3ILIT7 INCITES mrsiAi SUPPLY AND REPLACEMENT CF -ii SUPPLIES, J 
MATERIALS, AND 2QU3M2NT SECES3ARY FOR SUCH MAINTENANCE. -»INTENA::I3 . : 
TESTING. AND INSPSCTTDK OF APPROPRIATE EQUIPMENT AND SYSTEM:- C3T 3E ZCHE '• 
IN ACCORDANCE WITH APPLICABLE CODES, AND INSPECTION IERTIFI .ATES. MUST S3 | 
DISPLACED AS APPROPRIATE. COPIES 0? ALL RECORDS IN THIS RflWSD SHALL 3E | 
FORWARDED TO THE GSA FIELD OFFICE MANAGES OR A DESIGNATED RS^SSESTATITS.. ; 

WITHOUT AN7 ABDTTICSAL CHARGE, THE GOVERNMENT RESERVES -BJ RIGHT TO 
REQUIRE THE LESSOR OR HIS REPRESENTATIVE TO TEST ONCE A TEA?., 'TTH PROPER 
NOTICE, SUCH SYSTEMS AS FIRE ALARM. SPRINKLER, EMERGENCY GENERATOR, ETC. 
TO ENSURE PROPER OPERATION. UPON REQUEST, APPROPRIATE CASSATIONS AND 1 
MAINTENANCE MANUALS SHALL 3S MADE AVAILABLE FOR THE GOVERNMENT'S REVIEW I 
DURING THESE TESTS. TEESB TESTS SHALL BE WITNESSED 37 A RBP'lwglTATIVE OF j 
THE CONTRACTING OFF=25. 1 

THE LESSOR SHALL BE RESPONSIBLE FOR FLAG DISPLAY ON ALL WORKDAYS AND 
FEDERAL HOLIDAYS. TEE GOVERNMENT WILL PROVIDE INSTRUCTIONS WHEN FLAGS 
MUST 3E FLOWN AT HALF-STAFF. I 

THE LESSOR SHAIL PROVIDE A LEVEL OF SECURITY WHICH REASCNA3LY DETERS i 
UNAUTHORIZED ENTRY TO THE SPACE LEASED 3URING NON-DUTY HOURS AND DETERS \ 
LOITERING OR DISRUPTIVE ACTS IN AND AROUND THS SPACE LEASED DURING DUTY • 
HOURS. 



CLEANING IS TO BE PERFORMED AFTER TENANT WORKING HOURS "ZiZESS DAYTIME 
CLEANING IS SPECIFIED AS A SPECIAL REQUIREMENT ELSEWHERE IN THIS 
SOLICITATION. 

THS LESSOR SHALL MAINTAIN THE LEA32D PREMISES, INCLUDING OUTSIDE AREAS IN 
A CLEAN CONDITION AND SHALL PROVIDE SUPPLIES AND EQUIPMENT. THE FOLLOWING 
SCHEDULE DESCRI3ES THE LEVEL OF SERVICES INTENDED. PERFORMANCE WILL 3S 
BASED 3N THE CONTRACTING OFFICER'S EVALUATION OF RESULTS, NOT THE 
FREQUENCY OR METHOD OF PERFORMANCE. 



DAILY: 



INITIALS! 




ESSOR GOVERNMENT 



7.1 SERV UTIL MAINT: GENERAL 



7.2 NORMAL HOURS 



7.3 OVERTIME USAGE 



7.4 UTILITIES 



7.5 



MAINTENANCE t TESTING OF 
SYSTEMS 



7.6 FLAG DISPLAY 



7.7 SECURITY 



7.8 JANITORIAL SERVICES 
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SECTION 

SERVICES, UTILITIES, 

IttJKfENANCE 



SMPTT TRASS RECEPTACLES AND CLEAN ASHTRATS. SWEEP 2STRANCES, L0B3IES AND 
CORRIDORS. SPOT SWEEP FLOORS AND SPOT VACUUM CARPETS. CLEAN DRINKING 
FOUNTAINS. SHEEP ADS SAMP HOP OR SCRUB TOILET ROOKS. CLEAN ALL TOILET 
FIXTURES AND REPLENISH TOILET SUPPLIES. DISPOSE CF ALL TRASH AMD GARBAGE 
6ENE8AS3D ZX OR ABOUT THE BUILDING. WASH INSIDE AND OUT OR STEAM CLEAN 
CAMS USED FOR COLLECTION 07 FOOD REMNANTS FROM SMACK EARS AND VENDING 
MACHINES. DUST HORIZONTAL SURFACES THAT ARE RZADILT AVAILABLE AND VTSI3LT 
REQUIRE DUSTING: SPRAT BUFF RESILIENT FLOORS IN MAIN CORRIDORS, ENTRANCES 
AMD LOBBIES, CLEAN ELEVATORS AND ESCALATORS, REMOVE CARPET STAINS. POLICE 
SIDEWALKS, PARKING AREAS AND DRIVBKATS. SHEEP LOADING DOCK AREAS AND 
PLATFORMS. 

THREE TIMES A WEEK: 

SHEEP OR VACUUM STAIRS . 

WSEKIYi 

SAMP MOP AND SPRA7 3UFF ALL RESILIENT FLOORS IN TOILETS AND HEALTH UNITS. 
SWEEP SIDEWALKS, PARKING AREAS AND DETJEWATS (WEATHER PERMITTING). 

EVERT TWO WEE&Si 

SPRAT BUFF RESILIENT FLOORS IN SECONLAaT CORRIDORS, ENTRANCE AND LOBBIES. 
DAMP MO? AND SPRAT 3UFF HARD AND RES^IENT FLOORS IN OFFICE SPACE. 

MONTHLY ■ 

THOROUGHLY DUST FURNITURE. COMPLETELY SWEEP AND /OR VACUUM CARPETS. SWEEP 
STORAGE SPACE. SPOT CLEAN ALL WALL SURFACES WITHIN 70" OF THE FLOOR. 

E7SR7 TWO MONTHS! 

DAMP WIPE TOILET WASTEPAESR RECEPTACLES, STALL PARTITIONS. DOORS, WINDOW 
9ILLS AND FRAMES. SHAMPOO ENTRANCE AND E1E7AT0R CASPSTS. 

THREE TIMES A TSAR-. 

DUST WALL SURFACES MtTHIN 70* OF THE FLOOR, 7ERTICAL SURFACES AND UNDER 
SURFACES. CLEAN METAL AND MARBLE SC5FACES IN LOBBIES. MET MOP OR SCRUB 
GARAGES. 

TWICE A TEAR! 



WASH ALL INTERIOR AND EXTERIOR WINDOWS AND OTHER GLASS SURFACES. STRIP 
AND APSLT FOUR COATS OP FINISH TO RESILIENT FLOORS IN TOILETS. STRIP AND. 
REFINISK MAIN CORRIDORS AND OTHER HEA7T TRAFFIC AREAS. 

ANNPALLTi 

WASH ALL VENETIAN BLINDS AND DUST SIX MONTHS FROM WASHING. VACUUM OR DUST 
ALL SURFACES IN THE BUILDING OF IV FROM THE FLOOR, INCLUDING LIGHT 
FIXTURES. VACUUM ALL DRAPES IN PLATS. STRIP AND RSFINISH FLOORS IN 
OFFICES AND 3ECONDAR2 LOBBIES AND C0HE3ORS. SHAMPOO CARPETS IN CORRIDORS 
AND LOBBIES. CLEAN 3ALC0NIES , LEDGES, COURTS, AREAWATS AND FLAT ROOFS. 

EVERT TWO TSARS: 

SHAMPOO CARPETS IN ALL OFFICES AND OTHER NON-PUBLIC AREAS. 

J.VKKT FIVE TSARS: 

DR7 CLEAN OR WASH (AS APPROPRIATE; ALL DRAPES. 

AS REQUIRES: 

PROPERLY MAINTAIN PLANTS AND LAWNS, REMOVE SNOW MOD IC3 FROM ENTRANCES, 

EXTERIOR WALKS AND PARKING LOTS OF THE BUILDING. PROVIDE INITIAL SUPPLT. 

INSTALLATION AND REPLACEMENT OF LIGHT 3UtBS , TUBES, BALLASTS AND STARTERS. 

REPLACE WORN FLOOR COVERINGS (THIS INCLUDES MOVING AND RETURN OF 

FURNITURE). EXTERMINATE PESTS. 

WITHIN 50 DATS AFTER OCCUPAKCT 3T THE GOVERNMENT, THE LESfiBH SHALL PROVIDE 
THE CONTRACTING OFFICER WITH A DETAILED WRITTEN SCHEDUA3' OF ALL PERIODIC 
SERVICES AND MAINTENANCE TO BE PERFORMED OTHER ffHAft!/ EAILT , SEEXLI OR 
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SERVICES, tJTHiXTI^Sf 
NAIHCENANCE 



MONTHLY. 

PERFORMANCE HILL BS BASES OS . THE CONTRACTING OFFICER'S EVALUATION OF 
RESOLES AND SOI! SHE FREQUENCE OR THE METHOD OF PERFORMANCE. LANDSCAPE 
MAINTENANCE IS TO 3E PERFORMED DURING THE GROWING SEASON ON A WEEKJZ CICX.E 
AND RILL CONSIST OF WATERING, MOHING, AND 30LICJN6 AREA TO KEEP IT FREE OF 
DEBRIS. PRtJNXNS AND FERTILIZATION ARE CO =3 DONE ON AH AS NEEDED BASIS. 
IN ADDITION, DEAD OR OJINO PLANTS ARE TO BE REPLACED. 



7.10 LANDSCAPE MAINTENANCE 
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PRB7ESTI0M 



SCUIPMENT, SERVICES « «™« Jg«« .£ h^K IE ^ F haS 

WW TYPE ft« EXTINGUISHERS «:» «g°l««MM^«FPA W «£ 

I? SHALL BE PROVIDED *» »J5*SSb£i iiSl » PROVIDED 8Y TH3 
j^PLACEMEST CHARGES "«ra£JK™SK^23»MMM (THOROUGH CHECK) Of 

«» SHALL BE ^^S R f^S 3 S^H " 1 4 F f^P*| 
VALVED OUTLET AT SACK FLOOR LEVEL. 



"s.l COOS VIOLATIONS 



8.2 



PORTABLE PIS3 
EXTINGUISHERS 



8.3 STANDPIPES 



AUTOMATIC SPRINKLER RETIREMENTS ASS AS FOLLOW3; 

occupancy" must 3e sprinklered. 

sua »a ajsw-Tsa-ssti raLrawsa 

IEASE BY THE GOVERNMENT). 

Ir»SM SW'TCHSS CONNECTED TO AUTOMAT*CA*-Y *Sjr «n 711 THE NOTIFICATIC* 

OF THE TOMS »»BHBB OR OBBWB. ^ T "*J^VaT:CH -'ACILITY MUST 3t 
35,^~^^«^25«*».?"5£ OR ANY OTHER APPROVE 
SalS bJSSSSTwWI* LABORATORY, 

PRESEHT ■ 

A «ANUAL ? IRE ALAR* SYSTEM «^» "g™*?. 3 «S W of &"«£ 

Sore stcries m height; or » f~™% Saa containing mom : thm 

EMPLOYEES A3CVE OR BS 10 ". J** * ' , vH ShDM, »ZH5 ALARM STATIONS SHALL 38 

f^ooo square "a™ 1 ^^.wmw f&a> a w«m mg 

OH THE SIM JLOOR 5Y LOCAL CC3B. J3H % J = u r^ (aW i.vcALLX 3EST TO THE JX*-> 
£c£dS9 VOICE "2SSASES. J ^^ T = u H ^ pA S % \ °^ oi T?2C OR TO » ^»^ 
FKE DEPARTMENT IS ACCORDAKOWIT.. : »™ J?"*^ ^stem CONFORMING TO KTP* 
OPERATED CENTRAL STATICS J^ECTIV^ "rSS^QM , TESTIWS . AND EQUIPMENT 
NO. 71. INSTALLATION, ^^ CS ;.J^ 4 (« s£pA SO. 72H, GUIDE ?0R 

Sui Worm to mfpa ».™ ra^SS »wow ^* I0M *» ?w3Pa:ETAS:r 

TESTING PROCEDURES FOR LOCAL, ACXJL-ARY saw* 

PROTECTIVE SIGNALING SYSTEMS. _«.„.„« 

5H- -IRE *LARH SYSTEM WIRING ■» ^Offir « 3H -«- | 
ISeRVIS^. *"**££***%£ ^fkoURS^ OPERATE ALL ALARM 
-HZ SYSTEM IN "*3 5B?EP.7*S0R/ "«-- ' ,_ -b>«s« an MINUTES FOR 3UI-DINGS 
S5l«fS> SYSTEM OUTPUT SIGNALS. ^-^f E ^£*K """SSS^fi 
LESS THAN 12 STORIES »-» «= L "Sa^SHOKJ DETECTORS . MUST 3E CAPABLE O, 

£££3 SSS S SS?-' S ^S»2S or a .»» »» «*u. 

WHEN ^ E C-CVERSHEW'3 OCOfiwi =1 * tH^TH^ ««««£ "k^K 

SScSws an« Jp^^KLSS-Si'SSSS Ta^Sl console aot ast 

SYSTEM HOST PERMIT 2-WW ^ ■-°^ < ™ ""^.SgENcV TSLEPHOHB STATIONS MBSS2* 
^EHGENCT =SSJM» _ 5 ?i?-^:-, WA f SfSlt DISCHARGE ?ROM^ .^B 1 ^ 
PWV23BD «^i«E« MM ^Sp^o^f^B, ASD AT EACH p£oR -H.CH HAS 
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EMERGENCY LIGHTING MUST PROVIDE AT LEAST 0.S FOOT CANDLE OF ILLUMINATION 
THROUGHOUT THE EXIT PATH, INCLUDING EXIT ACCESS ROUTES, EXIT STAIRWAYS, OR 
OTHER ROUTES SUCH AS PASSAGEWAYS TO TK2 OUTSIDE OF TEE 3VILCCiC. THE 
EMERGENCY LIGHTING SYSTEM USED MUST BF SUCH THAT IT SILL OPERATE EVES I? 
THE PUBLIC UTILITY POWER FAIL3, EXCEPT THAT IN ' BUILDINGS 6 STORIES OS 
LESS, THE SYSTEM MAY BE POWERED FROM CONNECTIONS TO SEPARATE SUBSTATIONS 
OR TO A NETWORK SYSTEM FROM THE PUBLIC UTILITY, AUTOMATIC SWITCHING MUST 
BE PROVIDED FOR THE EMERGENCY POWER SUPPLY. 

IF SPACE CANNOT MEET DETAILED SAFETY AND FIRE PREVENTION REQUIREMENTS , 
ALTERNATIVE MEANS OF PROTECTION SILL BS CONSIDERED. FOR EXAMPLE, IF 
STAIRWAYS ARE TOO NARROW, AUTOMATIC SPRINKLES PROTECTION THROUGHOUT THE 
BUILDING MAY MAKE THE SPACE ACCEPTABL2. ALL OFFERORS MUST PROVIDE WISH 
THEIR OFFER A WRITTEN ANALYSIS FROM A aEGISTERED FIRS PROTECTION ENGINEER 
FULLY DESCRIBING ANY EXCEPTIONS TAKEN TO THE FIRE PROTECTION REQUIREMENTS 
OF THIS SOLICITATION. THIS ANALYSIS MUST INCLUDE CERTIFICATION 3Y THE 
ENGINEER THAT THE ALTERNATIVE PROTECTION WILL ACHIEVE A LEVEL OF RISK NOT 
MEASURABLE GREATER THAN THAT IMPOSED BY THE GOVERNMENT CRITERIA. THE 
CERTIFICATION MUST ALSO INCLUDE THE ENGINEER'S SEAL AND REGISTRATION 
NUMBER. ALL ANALYSES MUST BE REVIEWED AND APPROVED BY THE CONTRACTING 
OFFICER PRIOR TO LEASING THE SPACE. 

FIRE DOORS SHALL CONFORM WITH SFPA STANDARD SO. 80. 

AIR CONTAMINANT LEVELS (E.G., DUST, VAPOR, FUMES, GASES) SHALL NOT EXCEED 
THOSE IN 29 CFR 1910.1000 AND 1910.1001. WHEN ACTUAL CONCENTRATION LEVELS 
EQUAL OR 3XC3ED 50% ? ,F THE LEVELS 3 29 CFR 1910, CONTROL ACTIONS SHALL SB 
INITIATED. VENTILATION SYSTEMS SAVING AIR STREAMS SKICH PASS THROUGH 
WATER SHALL HAVE THE WATER TREATED WITH AS EPA REGISTERED 3I0CIDE TO 
CONTROL ETIOLOGICAL ORGANISMS. THE LESSOR SHALL ASSIST TEE GOVERNMENT IN 
DEVELOPING A PLAN ACCEPTABLE TO THE GOVERNMENT TO PROTECT OCCUPANTS OF THE 
BUILDING DURING EMERGENCIES SUCH AS FIRSS, BOMB TERSATS, AND POWER LOSS. 

ASBESTOS : 



NO ASBESTOS-CONTAINING FIREPROOFING OR ISSl" K"Z—' "" ~""~7— ':-.?~^:'Sc.: 1 . 
ACOUSTICAL TREATMENT, MOLDED OR WET-APFLISJ CEDING Jft WALL FINISHES, 
DECORATIONS, OR PIPE AND BOILZR IN3U-ATION (INCLUDING DUCT, TANK, ETC.) 
WILL BS PERMITTED, 

ASBESTOS IN A SOLID MATRIX ALREADY IN PLACE (E.G. 7TNYL ASESSTOS FLOOR 
TILE, SKEETRCCX. DRYWALL , TRANSITS PANELLING OR FELLS i MILL BE PERMITT3D I 
PROVIDED IT IS SOT DAMAGED OR I-ETERICRATiD AND A SPECIAL OPERATION f:n3 
MAINTENANCE PROGRAM, IN ACCORDANCE WITH CHAPTER i OF GSA'S 3AND3C;K 
NUMBERED ?3S ? 5900. 2C, IS ESTABLISHED AND APPROVED 21 THE CONTRACTING 
OFFICER PRIOR TO THE AWARD OF A LEASE. 

ALL OFFERORS ARE SUBJECT TO THE ASBESTOS INSPECTION AND TESTING' PROVISIONS 
SPECIFIED IN PARAGRAPH 9 OF THE ATTACHED GSA FORM 3517 (GENERAL CLAUSES). 

5CST-AS3S3T0S- ABATEMENT AIR MONITORING REQUIREMENTS , IN ACCORDANCE WITH 
GSA PROCEDURES, ARE TO BE COMPLIED WITH 3Y THE LESSOR WHEN APPLICABLE. 

A. THE LESSOR SHALL CONTROL CONTAMINANTS AT 723 SOURCE AND/OH OPERATE THE 
SPACE IN SUCH A MANNER THAT THE GSA INDICATOR LEVELS FOR CARBON MONOXIDE I 
(CO), CARBON DIOXIDE <C02 I , AND FORMALDEHYDE (HCHO) ARE SOT EXCEEDED. THE I 
INDICATOR LEVELS FOR OFFICE AREAS ARE AS FOLLOWS: CO - 9 PARTS PER I 
MILLION TIMS WEIGHTED AVERAGE (PPM TWA - S HOUR SAMPLE); C02 - 1000 PPM 
(TWA); SCHO - 0.1 F?M (TWA). | 

t 

B. THE LESSOR SHALL PR0MPTL7 INVESTIGATE INDOOR AIR QUALITY COMPLAINTS j 
SUBMITTED THROUGH THE CONTRACTING OFFICER OR GSA BUILDING MANAGER, AS I 
APPROPRIATE. THE LESSOR SHALL IMPLEMENT CONTROLS INCLUDING ALTERATION OF I 
BUILDING OPERATING PROCEDURES (2.3., ADJUSTING AIR INTAKES, ADJUSTING AIR i 
DISTRIBUTION, CLEANING AMD MAINTAINING HVAC, ETC.). i 

C. THE LESSOR SHALL TEST FOR SSA INDICATOR CONTAMINANTS WHEN DIRECTED 3Y ; 
THE' CONTRACTING OFFICER OR GSA BUILDING MANAGER. AS APPROPRIATE. IF THE I 
INDICATOR LEVELS ARE sXCSEDED OR OTHER PROBLEMS AFFECTING INDOOR AIR I 
QUALITY ARE FOUND, IKS LESSOR SHALL IMPLEMENT CONTROLS INCLUDING i 
ALTERATION OF BUILDING OPERATING PROCEDURES. 

D. AT THE REQUEST OF THE CONTRACTING OFFICER OR GSA BUILDING MANAGER, THE ! 
LESSOa SHALL CONDUCT INDOOR AIR QUALITY ASSESSMENTS. CRJSHTAILED STUDIES IN ! 
INSTANCES WHERE SIMPLE OPERATIONAL CONTROLS (5SSCR±2pJjN 3 ABOVE) ARE NOT ! 
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EFFECTIVE IN ADDRESSING INDOOR AIR QUALITY PROBLEMS. THE LESSOR HILL 
PROVIDE A COST ESTIMATE TO THE CONTRACTING OFFICES OR BUILDING MANAGER AND 
RECEIVE THEIR AUTHORIZATION PRIOR TO PROCEEDING WITH TH2 ASSESSMENTS OR 
STUDIES. THE SPACE SHALL 3E ASSESSED BY AN INDUSTRIAL EYGIENIST, HEALT3 
PROFESSIONAL, OS ENVIRONMENTAL ENGINEER FOR SOURCES OF CONTAMINANTS. ALL 
SAMPLING ASSOCIATED StTH ASSESSMENTS AND DETAILED STODIES SHALL BE IS 
ACCORDANCE WITH APPLICABLE OSHA, . SPA, OR NIOSH SAMPLING AND ANALYSIS 
PROCEDURES. 

(11 INDOOR AIR QUALITY ASSESSMENTS SHALL INCLUDE A REVIEW OF INDOOR 
AIR QUALITY INFORMATION (E.G. COMPLAINTS, BUILDING OPERATING RECORDS, AND 
AGESC V OPERATING ACTIVITIES). TSE LESSOR SHALL RECORD TEMP ERATURE AND 
HUMIDIT T READINGS AND ASSESS AIR INTAKES FOR ADEQUATE DELIVERY OF OUTSIDE 
AIR THROUGHOUT THE SPACE, LOCATION OF AIR INTAKES, ACTIVITIES OCCURRING 
ADJACENT TO THE AIR INTAKES, AND AMBIENT AIR CONDITIONS. THE LESSOR SHALL 
CONDUCT A WALK THROUGH OF THE 3UILDING, LOOKING FOR SOURCES OF 
CONTAMINANTS IDENTIFIED BY THE RSVISK OF INDOOR AIR QUALITY INFORMATION. 
THE LESSOR SHALL CHECK THE VENTILATION FOR AREAS OF AIR MOVEMENT 
SHORT-CIRCUITING AND AREAS /SOURCES OF CONTAMINANTS. UPON IDENTIFICATION 
OF CONTAMINANT SOURCE! 3) AND/ OR MEASUREMENTS EXCEEDING GSA INDICATOR 
LEVELS, CORRECTIVE ACTIONS SHALL 3E INITIATED BY TH3 LESSOR. 

A COP' OF THE IDENTIFIED CORRECTIVE ACTIONS HTLL 3E FORWARDED TO THE 
CONTRACTING OFFICER CR GSA 3UILDING MANAGER, AS APPROPRIATE. WHERE 
CORRECTIVE ACTIONS ARE INEFFECTIVE OR SUSPICIOUS CONTAMINANT SOURCE(S) ARE 
PRESENT, THE LESSOR :S RESPONSIBLE FOR CONDUCTING DETAILED STUDIES. 

(2) DETAILED STUDIES SHALL PROVIDE A MORS COMPREHENSIVE PICTURE OF 
THE POTENTIAL INDOOR AIR QUALITY HAZARD AND RESULT IN RECOMMENDATIONS FOR 
HITIGATI7S ACTIONS AT TEE SOURCE. THE GSA 3SHLDING MANAGER SHALL PROVIDE 
THE LESSOR WITH INSTRUCTIONS FROM THE FIRS AND SAFETY HANDBOOK, ?BS ? 
5900. 2C, CHAPTER 4, FOR CONDUCTING DETAILED STUDIES WHEN SUCH STODIES ARi 
REQUIRED. 

E THE GOVERNMENT RESERVES THE RIGHT TO CONDUCT INDEPENDENT INDCCR AIR 
QUALITY ASSESSMENTS AND DETAILED STUDIES IN SPACE 77 TT.VPIS?, ?■* til ^J 
IN SPACE SERVING THE GOVERNMENT LEASED SPACE (E.I., COMMON 3SE AREAa. 
MECHANICAL ROOMS, HVAC SYSTEMS. ETC.). THE LESSOR SHALL ASSIST THE 
GOVERNMENT IN ITS ASSESSMENTS AND DETAILED ST'JDISS BY MAKING AVAILABLE 
INFORMATION ON BUILDING OPERATIONS AND LESSOR ACTIVITIES, AND PROVIDING 
ACCESS TO SPACE FOR ASSESSMENT AND TESTING, IF SEQUIRSD, 

F. CORRECTIVE ACTION! S> SHALL CCNTRGL OR ELIMINATE THE SOURCES) ?F 
CONTAMINATION, WHENEVER POSSIBLE. OORRECTIVS ACTION(S) MAY INCLUDE i 
PRODUCT SUBSTITUTION, CHANGES IN OPERATION AND MAINTENANCE PROCEDURES, | 
LOCAL EXHAUST, DECONTAMINATION, REARRANGEMENT OF OFFICE PARTITIONS, BETTER I 
MIXING OF AIR OR INCREASING THE SUPPLY OF OUTSIDE AIR. 

G "HE GOVERNMENT 13 RESPONSIBLE FOR ADDRESSING IAQ PROBLEMS RESULTING ! 
FROM ITS OWN ACTIVITIES. FOR SITUATIONS SHERS THE RESPONSIBLE PARTY 13 I 
UNKNOWN. THE LESSOR SHALL CONDUCT AN INVESTIGATION, ASSESSMENT, TEST OR J 




AT COST. 



H RECORDS OF ALL SURVEYS, SAMPLING RESULTS, ASSESSMENTS/ DETAILED ! 
STUDIES, AND CORRECTIVE ACTIONS SHALL 3S MAINTAINED 3Y THE LESSOR AND j 
SHALL 3E AVAILABLE FOR REVIEW 3Y THE CONTRACTING OFFICER OR DESIGNATED ; 

REPRESENTATIVE '."JON REQUEST. ; 

1 1 

I 'TIS GOVERNMENT IS RESPONSIBLE FOR ADDRESSING INDOOR AIR QUALITY ISSUES i [ 

ASSOCIATE) *I7H KYPESSENSIIIVE GOVERNMENT SMPLGYEE(S) HOUSED WITHIN THE ! [ 

LEASED SPACE. 



FOR SPACE 



OF GSA i 



rv« „„...» IS 3UILDINGS CONTAINING ACM AS DEFINED IS PARAGRAPH 3 . 
FORM 3513, OFFERORS MUST INCLUDE VITK THEIR OFFER (UNLESS THE TIMS .-nAME ■ 
IS OTHERWISE EXTENDED BY TEE CONTRACTING OFFICER) AN ASSESTOS RESTING 
REPORT, ACCEPTABLE 10 THE CONTRACTING OFFICER, IKE ASBESTOS TESTING 
REPORT MUST CONSIST 3F THE IDENTITY AND EVIDENCE O? THE QUALIFICATIONS , 
(EDUCATION AND EXPERIENCE) OF THE PERSON COLLECTING 3ULX SAMPLES, IH2 BULK . 
SAMPLE "OG, AND, IF APPLICABLE. AN ABATEMENT PLAN PREPARED IN ACCORDANCE ! 
WITH CHAPTER 4 OF GSA'S HANDBOOK NUMBERED PBS ? 5900.2C. £EB SAMPLES MUST 
BE ANALYSED 3Y A LABORATORY WHICH HAS SUCCESSFULLY »R*ICIPATE3 SI THE 
ENVIRONMENTAL PROTECTION AGENCY (EPA) QUALITY tf AfiSURASCE PROGRAM 
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SUCCESSFUL PARTICIPATION 13 DEFINED A3 PARTICIPATION IN AT LEAST 2 OF THE 
LAST 3 ROUNDS IN THE SPA PROGRAM ADD HAVE CORRECTLY ANALYZES AT LEAST 75 
PERCENT OF THE SAMPLES T5S7EC El THESE SOUNDS. ALL ACTION TAKEN TO ENSURE 
COMPLIANCE BITS THIS REQUIREMENT SHALL BE ACCOMPLISHES AT NO EXPENSE TO 
S3E GOVERNMENT. 

THE LESSOR AGREES TO COMPLY WITH OCCUPATIONAL SAFETY AND HEALTH 
ADMINISTRATION (OSHA) 3APS7Y AND HEALTH STANDARDS WHICH ARE LOCATED AT 
TITLE 29 07 THE CODS Of FEDERAL REGULATIONS (29 CFR). 

THE GUARDING OF OPENINGS AND HOLES IN FLOORS AND WALLS MUST COMPLY WITH 29 
CFR L910.23. 

THE DESIGN AND CONSTRUCTION 0? FIXED STAIRS MUST COMPLY WITH 29 CXK 
1910.24. 

THE DESIGN AND CONSTRUCTION OS FIXED LADDERS MUST COMPLY WITH 29 CFR 
1910.27 OR HUST 3S CLEARLY MARKED OR SECURED TO PREVENT GOVERNMENT 
EMPLOYEE USE. 

PHYSICAL HAZARDS MUST 33 MARKED ACCORDING TO 29 CFR 1910.144. 

WHERE GOVERNMENT EMPLOYEES ARE SXPOSED TO MACHINERY PROVIDED BY THE 
LESSOR, TEE MACHINERY MUST BE GUARDED ACCORDING TO 29 CFR 1910.212. 

ALL TOOLS AND EQUIPMENT PROVIDED 3Y THE LESSOR FOR GOVERNMENT USE MUST 
COhtflY WIT2 SHE APPLICABLE STANDARDS Of 29 CFR 1910. 

ANY CONSTS-TTTaa/REPA:?. AND ALTERATION WORK SOKE FQR/3T THE LESSOR SHALL 
COMPLY WIT5 THE CURRENT EDITION OF THE OSKA SAFETY AND HEALTH STANDARDS 
FOR CCNSTFXTION INDUSTRY, 29 CFR 192S AND APPLICABLE PORTIONS OF 29 CFR 
1910. 

(A) RADOS LEVELS IN SPACE LEASED TO THE GOVERNMENT SHALL NOT EXCEED THE' 
ENVEIONMFATAI PROTECTION AGENCY (SPA) ACTION LEVEL FOR SOKES CF 4 
PICOCURIES PER LITER (PCI/LI. 

(B) THE 1TBT.ON OF THE SPACE PROPOSED FOR LEASE TO THE GOVERNM ENT WHICH 
IS IS GRCVC CONTACT CR CLOSEST TO THE GROUND (I.E., IF SPACE OFFERED IS 
OH FLOORS W THROUGH 3, MEASUREMENT 13 REQUIRED FOR THE 4TH FLOOR ONLY) 
SHALL 32 "WASURED 3Y THE OFFEROR FOR RADON AND THE RESULTS CERTIFIED ON 
THE FORM -"CVIDED Vtra THIS SOLICITATION FOR OFFERS. RADON IET2CT0RS 
SHALL 3S ^"n THROUGHOUT TEE REQUIRED AREA TO ENSURE EACH ISTSCTCR 
COVERS NO -«R2 THAN 2,500 SQUARE FEET OF SPACE. THE PREFERRED METHOD FOR 
CONDUCTING RADON MEASUREMENTS IS THE 3-MONTH ALPHA TRACK DETECTOR. 
HOWS7ER, 'r*2t TIME IS OF THE ESSENCE, THE ALPHA TRACK DETECTOR MAY 3E USED 
FOR A MIN: <CM MEASLT.SMENT PERIOD OF 2 TO 4 WEEKS OR THE CHARCOAL CANISTER 
DETECTOR >*** 52 USED FOR A PERIOD OF 2 TO 3 DAYS-. ALL LABORATORY DETECTOR 
ANALYSES SKALI. BE PERFORMED 3Y A LABORATORY SUCCESSFULLY PARTICIPATING IN 
THE EPA-SPCSSORZD RADON MEASUREMENT PROFICIENCY PROGRAM. ACTUAL RADON 
MSAS"JEEMEKT; FOR EACH DETECTOR j'SED IN SUPPORT OF TEE CERTIFICATION HUST 
BE AVAILAeIe FOR REVIEW 3Y GOVERNMENT PERSONNEL UPON REQUEST. 

(C) THE RAICN CERTIFICATION SHALL 3E PROVIDED TO THE CONTRACTING OFFICER 
AS SOON AS POSSIBLE 3UT NOT LATER THAN THE TIME FOR SUBMISSION OF BEST AND 
FINAL OFFERS. IF MEASUREMENT REVEALS SADON LEVELS EXCEEDING 4 PCI/L. THE 
OFFEROR SHALL DEVELOP A PLAN CF CORRECTIVS ACTION. THE SUCCESSFUL OFFEROR 
SHALL IMPLEMENT THE PLAN PRIOR TO OCCUPANCY 3Y TEE GOVERNMENT, UNLESS A 
DIFFERENT TIME PERIOD IS SPECIFIED ELSEWHERE IN THIS CONTRACT. 

(D) WHERE THE GOVERNMENT ISTERHINcS THAT AN AWARD MUST 53 MADS PRIOR TO 
OBTAINING THE RADON CERTIFICATION. THE SUCCESSFUL OFF EROR M OST PROVIDE THE 
CERTIFICATION WITHIN 30 DAYS AFTER AWARD, UNLESS A DIFFERENT TIME PERIOD 
IS SPECIFIED ELSEWHERE IN THIS lONTRACT. IF MEASUREMENT REVEALS RADON 
LEVELS EXCEEDING J PCI/L, THE 2 : -"CCESSFCl OFFEROR SHALL DEVELOP AND 
PROMPTLY IMPLEMENT A PLAN OF CORRECTIVE ACTION. 

(S) IF THE SPACE CFFSRED ~CH LEASE TO THE GOVERNMENT IS IN A BUILDING 
UNDER CONSTRUCTION OR PROPOSED FOR CONSTRUCTION, THE LESSOR SHALL PERFORM 
THE NECESSARY RADON TESTING AND SUBMIT A CERTIFICATION TO TKS CONTRACTING 
OFFICER SITEIN 120 DAYS AFTER THE GOVERNMENT OCCUPIES THE SPACE. IF 
MEASUREMENT REVEALS SADON ISVELS EXCEEDING 4 PCI/L, THE LESSOR SHALL 
DEVELOP AND PROMPTLY IMPLEMENT A PLAN OF CORRECTIVE ACTION. 

(F) TKS GOVERNMENT RESERVES THE RIGHT TO HEASUR3WRA«JB / IS THE SPACE IT 
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LEASES AT ANY TIME DURING THE TERM OP THE LEASE. IF RADON MEASUREMENTS 
ABOVE 4 PCI/L ASS DET ECTED , THE LESSOR SHALL PROMPTLY INITIATE CORRECTIVE 
ACTION TO SEDUCE THE LEVEL TO USES TOE STANDARD. IF RADON ASOVB 200 PCI/L 
IS DETECTED, THE LESSOR SHALL RESTRICT THE USE OP THE AREA AND PROVIDE 
COMPARABLE TEMPORARY SPACE FOR THE TENANTS UNTIL THE CORRECTIVE ACTIOS IS 
COMPLETED. FOLLOW-UP MEASUREMENTS SHALL BE CONDUCTED BY THE LESSOR TO 
DETERMINE THE EFFECTIVENESS OF THE CORRECTIVE ACTION. ALL CORRECTIVE 
ACTION, TENANT RELOCATION, AHD FOLLOW-UP MEASUREMENT SHALL 3E PROVIDED BY 
THE LESSOR AT NO ADDITIONAL COST TO THE GOVERNMENT. THE LESSOR SHALL 
PROVIDE TOE GOVERNMENT J)XTH PRIOR SRITTEN NOTICE OF ANY PROPOSED 
CORRECTIVE ACTION OR TENANT RELOCATION. 
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SECTION 

SPECIAL R3QOIRBBHTS 



APPROXIMATELY 375 SQUARE FEET SHALL BE DESIGNATED AS X LABORATORY, CLINIC 
OR WOMEN'S SHOWER BOOM, 4,830 SQUARE FEET SHALL BE DESIGNATED AS A 
KITCHEN, EMPLOYES IOOHSE OR MULTI-PDRPOSE BOOM, 270 SQBRHE FEET SHALL BE 
DESIGNATED AS A LIBRARY OR VAULT SPACE, 5,200 SQOARE FEET SHALL BE 
DESIGNATED AS ADP SPACE AND APPROXIMATELY 4,800 SQUARE F2BT SHALL SB 
DES2SHATED AS A CONFEBEHCE, CLASSROOM OR TRAISISG FACILITY. 
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